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^adaptedtor use with the Meissner AM-FM Tuner ... or with 
tuners of comparable performance. May be used either as 
the speech amplifier in an amateur transmitter or as the am- 
plifier section in recording units. Separate bass and treble 
controls (with both accentuation and attenuation action) 
assure correction of output to all acoustical conditions. 
Production costs have been materially lowered by mount- 
ing this unit on a simple chassis. Inasmuch as amplifier 
is usually mounted inside cabinet, no cover is needed. 
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This new conservatively rated mobile amplifier is designed 
to furnish sufficient undistorted power for sound trucks, car- 
nivals, picnics and similar installations, wherever the versa- 
tility of 6 volts DC or 1 15 volts AC operation is required. 
Electric turntable and pick-up on top of amplifier operate in 
any position. Treble attenuation tone compensation allows 
correction to acoustical conditions and provides for record 
scratch reduction. Mixing procedure controlled with the cou- 
pled phono and microphone input channels. All connections 
placed on back of chassis to simplifytio^-up procedure and 
leave front trim and unhc 
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The feig Wind 

Reverberations from the impact of 
S. Young White's extraordinary article, 
Too Muck Audio, in the May issue of 
this magazine are still being felt. The 
high-power turbojet generator, driven 
by compressed air, seems 10 have appli- 
cations in disturbing the amours of 
pigeons and regimenting the peregrina- 
tions of salmon, in addition to those al- 
ready discussed. 

From the salmon-tender : 

Dear Mr. White: 

We have examined your paper in the 
May issue of Auoio Engineering titled 
"Too Much Audio", with considerable in- 
terest. In the Time magazine write up 
of your activities, it was mentioned that 
you had succeeded in getting guppies to 
line up around a sound pattern. We would 
like to know how and with what equip- 
ment you did it, and also if the experi- 
ment could be duplicated on a large scale 
with other fish. One of the major prob- 
lems in connection witli the passage of 
anadroinous fishes at a large dam sucli 
as Bonneville Dam on the Columbia River, 
is getting the downstream migrants, or 
tingerlings, safely past the structure. It 
has been established from various cxneri 
ments that considerable mortality occurs 
in the spillways and turbines. This mor- 
tality is known to be near IS per cent at 
that particular dam. The Corps of Engi- 
neers plans to construct several additional 
dams, the most recently approved being 
McN'ary Dam at Umatilla, some distance 
above 1 Bonneville. It does not require a 
mathematician to point out that a 15 per 
cent loss at each of six to ten dams equal 
in hazard value to Bonneville would mean 
the virtual extermination of a major por- 
tion of the salmon in the Columbia. Mc- 
Nary Dam and the other proposed dams 
will be over SO per cent higher than 
Bonneville. Add to this the cumulative 
effects on the migrant fingerlings of pass- 
ing several dams and you have a fair 
picture of the threat to the $10,000,000 
Columbia River salmon runs as of the 
present. 

Mechanically screening a river as large I 
as the Columbia is a practical impossibil- 
ity. At the present time we are cxperi 
menting with a system of lights which we 
hope may guide small fish into safe chan- 
nels past the dam. The recent develop- 
ment of sonar with its potentialities has 
given up the hope that we may discover 
a sound frequency that will either frighten 
or attract fish into sate channels. There 
has been a great deal of chit-chat about 
the effect of various frequencies upon 
various fish and mammals, hut little real 
scientific work has been done. We know 
that 20 kc to 30 kc docs not frighten 
schools of fish. We know that small fish 
and frogs have been killed by subjection 
to -100 kc. \pparently an extremely low 
frequency or one extremely high would 
work as a fish "scare". We do not know 
that, nor have we been successful in ob- 
taining equipment to find out. None of 



NEW, IMPROVED TONE ARM FOR 
t* A it a - fl ux in nitoni 7i §:§(% 



(Trade-Mark) 




AN parts cast from 
aluminum by new, 
precision dies, under 
high pressure. 



each arm matching 
design, equipped with durable, 
spring clip v>-hicli prevents arm 
from being knocked on to turn- 
table. 



Simple, single lock 
ing set sere"/ (in the 
swu-cl base above 
the turntable base i allows quick, 
convenient height adjustment of 
tone arm level. 



Here's a new, improved Tone ARM, model A-16, now available to users of 
PARA-FLUX REPRODUCERS. It's a clean-cut, highly engineered job that em- 
bodies unique features for finer, smoother operation. All parts are now die- 
casi. Embodies new Arm Stand for ease in handling. 

Doing one thing well . . . specialized engineering in the design and manu- 
facture of PARA-FLUX REPRODUCERS ... has enabled us to achieve this most 
efficient TONE ARM and interchangeable REPRODUCERS for affording the 
most realistic reproduction of transcriptions. 

Our old tone arm offered many advantages as evidenced by more than 
1500 now in service at AM and FM stations. Users can now exchange these 
old arms for the new Model A-16 Arm at a cost of only $15.00 . . . and can 
have the advantages of these latest refinements by returning the old arm 
either to us, or any jobber, listed below, and immediately obtain a new Arm, 
without delay. 

R-MC AUTHORIZED STOCKING JOBBERS: 
Albany, N. Y.-E .E. Taylor Co. 
Allentown, Penna. -Radio Electric Service Co. 
Asheville, N. C.-Freck Radio, Refrigeration & Supply Co. 
Atlanta, Ga.— Specialty Dist. Co. 
Augusta, Ga.-Pre s twood Electronics Co. 
Binghamton, N. Y.— Federal Radio Supply 
Boston, Mass.— DeMambro Radio Co. 
Boston, Mass. -Radio Wire Television Co 
Buffalo, N. Y.— Dymac Inc. 
Charleston, S. C— Radio laboratories. Inc. 
Chattanooga, Tenn.— W. B. Taylor Co. 
Chciaga, III.— Concord Radio Corp. 
Chicago, III.— Tri-Par Sound Systems 
Chicago, III.— Walker-Jimieson, Inc. 
Chicago, III.— Newark Electric Co. 
las Angeles, Calif. -Radio Products Sales, Inc. 
las Angeles, Calif.— Radio Specialties Co. 
Madisan, Wise— Satterfield Radio Supply Co. 
Milwaukee, Wise— Radio Parts Co., Inc. 
Philadelphia, Penna.— Algene Radio and Sound Co. 
Portland, Ore.— United Radio Supply 
Quincy, III.— Gates Radio Co. 
Roanoke, Vo.— Leonard Electronics Supply Co. 
Rochester, N. Y.— Rochester Radio Supply 
San Diego, Calif.— Coast Electric Co. 
San Francisco, Calif.— San Froncisco Radio Supply Co. 
Scranton, Penna.— Fred P. Pursell 
Topeka, Kansas— John A. Costelow Co. 
Tuckahae, N. Y.— Electranicraft 

Washington, D. C— United States Recording Co. 
Winston Salem, N. C— Daltan Hege 




Universal 
Reproducer 



Lateral Only 
Reproducer 



Wrlical Only 
Reproducer 
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the commercial sound people in this re- 
gion have equipment for our needs. 

What we need, at least for our initial 
experiments, is an instrument capable of 
producing a wide range of frequencies to 
frighten (or attract) small fish in a 
hatchery pond. In addition we need equip- 
ment that will measure both the fre- 
quency of the waves being emitted, and 
their intensity. 

Any information or suggestions that you 
may be able to offer would be greatly 
appreciated. 

Very truly yours, 

J. T, Barnaby, 

In Charge Xorlh Pacific 
Fishery Investigations, 
V. S. Dept. of the Interior 



From the Pigeon-Hater: 

Dear Mr. White, 

I hope I won't trouble you with my 
peculiar interest in supersonic devices. I 
have one in mind that I'd like to experi- 
ment with. I can name it, but I can't 
build it. It's a "Wigeon Phistle". 

We have a tiny garden here at our 
apartment on West 54th Street, and the 
blankety-blank pigeons keep us jumping 
from dawn to dusk, or they would de- 
stroy our flowers. Even a few minutes of 
relaxed vigilance, and they've eaten up 
our petunias. What they don't chew up, 
they tramp on. You can hear 'em stomp- 
ing up and down on the flowers, just for 
meanness. 



Isn't there something electronic, in a 
frequency so high as to be inaudible to 
humans, that would sound somewhat like 
the whistle on the "Queen Elizabeth" to 
pigeons, at close range? Would it be pos- 
sible to have or operate such a device, by 
plugging it into house current ? We do 
have DC, which is bad; for I presume 
the lack of alternating current stops us. 

I've wished for an air-gun. quick and 
ruthless poison, sudden death and destruc- 
tion for pigeons, but I'd rather have a 
pigeon whistle, if it's possible to make 
one. I would appreciate your comment. 
In New York, many would buy "Wigeon 
Pliistles" for that early-and-late mooing 
and cooing, flying and flapping, all the 
day long. To say nothing of saving flowers. 
Sincerely yours. 

Walter H. Brooks 

34 J['. 54th St. 
Neu' York City. 

Dear Mr. Birdlovcr : 

It is true that my little 20.000 mill unit 
Would be distinctly unpleasant to even the 
flying rocs you mistake for pigeons. In 
jact. we give a factory guarantee it zvill 
stunt their growth for seven generations 
both forward and backward . a claim no one 
of our non-existent competitors can pos- 
sibly make. 

The writer is thai disgusting breed 
known as a "famed Government scientist", 
so his opinion is infallible. "Savant" will 
be accepted as passable, if you have a per- 
fect Harvard French accent. Hracc your- 
self, brother, here comes the bad news. 

You need about five walls at 24.000 
cycles — actual energy in the air. You hove 
your choice of two ways that it cannot be 
done. My gimmick merely requires a fifty- 
shaft horsepower compressor to run it — • 
one of those cute machines yon see parked 
on the street tit supply air to those noise- 
less tools that break up the pavement. 

One way is a magnetostriction oscillator 
at .■>'<> efficiency, so you need a half kilo- 
watt broadcasting station to run it. You 
also water cool it, and the nickel rods 
break every half-hour. 

The oilier -way is a llartmann whistle- 
also 3% efficient, run from a quarter-horse 
compressor. After listening to the compres- 
sor for ten minutes you will be glad to 
have the pigeons back. 

There is still another tvay — if you have 
steam heal, run the whistle on, or off, 
steam. This either means roasting in sum- 
mer, which is a minor discomfort compared 
to your present agony, or luring them back 
in the winter so you can delure them with 
the whistle. A type clf>-9'>/ atomic power 
plant will warm your garden so you will 
have wintertime flowers to save from the 
wintertime pigeons. 

Invite me in for a drink sometime, and 
when I see the premises I might be able to 
figure out nine more ways it cannot be 
done. I shall tell you in pidgin English, of 
course. 

Thanx for a charming letter. 

S. Young White 
202-09 43rd Ave., 
Kayside. L. I., N. Y. 




Ingenious New 

Technical Methods 

To Help You 
Simplify Production 




NEW BELT SANDER FOR 

Does Finishing Jobs Faster, Better 

A new, simple, faster method for many surface finishing 
jobs on wood, metal, plastic and other materials has been 
announced by the OK Specialty Company of Chicago. The 
new finishing method takes the form of the OK Belt 
Sander, a drill press attachment. 

The new sanding device weighs less than 5 pounds. It is 
made up of an aluminum base with backing plate or 
platen, a driven pulley mounted on ground^ steel shaft and 
running on precision ground ball bearings, and cast 
aluminum driver pulley mounted on W ground steel shaft 
to fit into the drill press chuck. 

The base of the sander is bolted to a drill press table. 
Merely by moving the drill press table, the attachment can 
be adiusted to handle sanding belts from 26" to 36' in 
length. 

The sander takes belts from W to 3" in width. Two 
sanding belts, one coarse grit and one fine grit, are fur- 
nished with each attachment. The device comes assembled 
ready for use with any drill press. Most efficient perform- 
ance is achieved at 3500 to 5000 RPM. The sander stands 
5' high, and the base measures lO'/i' long by 3Vi" wide. 
Another lime-saver on the job is chewing gum. Chewing 

Sum may be used even when hands are busy; and under 
ust conditions helps to keep the throat moist— prevents 
"false thirst." For these reasons many plant owners make 
Wrigley's Spearmint Gum available to everyone. 

You can get complete information from 
OK Specialty Company, 46}} N. Clari St., Chicago, III. 



DRILL PRESS 




OK Belt Sander 
Assembled, Ready for Action 
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Join 
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and applications 

7 — Acoustic treatment of studios, 
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Our editorial policy has aroused tremend- 
ous interest and acclaim among engineers 
prominent in the industry. We are proud 
to announce that co-operating with the 
editors of AUDIO ENGINEERING are 
such outstanding authorities as: 



HOWARD A. CHINN 

Chitf audio enginetr for the 
Columbia Broadcasting System 



J. P. MAXFIELD 

Authority on sound engineering, 
Bell Telephone Labs. 



,„„„„.„,„,„ GEORGE M. NIXON 

JOHN D. COLVIN Ass't Director of Technical 

Audio Facilities Engineer, Development 
American Broadcasting Company National Broadcasting Company 

who are members of the editorial 
advisory board. 



Because of the acute paper shortage we are compelled to limit the number 
of subscriptions we can accept. If you are not already a subscriber, we 
recommend that you fill out and mail NOW the subscription form on this 
page. AUDIO ENGINEERING is available only to subscribers. Make 
certain you get your copy every month. 



AUDIO ENGINEERING 

RADIO MAGAZINES, INC. 

342 Madison Avenue, New York 17, N. Y. 

Sirs: Here is my □ check (or □ money order) for $ Enter my subscription order to AUDIO ENGINEERING for 

the next issues. 

Subscription Price: In U. S. A. ond Conodo — 12 issues $3 — 24 issues $5. Foreign subscriptions ore $4 onnuolly. 
Pleose check one: □ New subscriber □ Old "Rodio" subscriber 



Nome (pleose print) 

Address City State. 

Occupation 

Firm Name 

AUDIO ENGINEERING • AUGUST, 1947 



www.americanradiohistorv.com 



EDITOR'S REPORT 



LISTENER PREFERENCE TESTS 

• For several weeks we have had cm hand four ex- 
cellent articles on listener preference tests, one of the 
best of which is presented in this issue. In addition, 
many others have written in. offering to submit articles 
on this subject. Under the circumstances, please, if you 
feel like writing on this subject, confine your comments 
to a letter. We do want contributions, though, 
particularly on recording and p.a., so if there is any- 
thing along these lines which you feel would he inter- 
esting to others, let's hear from you. 

PITCH 

• In discussing high-fidelity reproduction of orchestral 
music, our standard is usually the original performance 
of the orchestra. Highest fidelity is achieved when the 
listener in his home feels that the is actually seated in 
the concert hall. But our real standard should be the 
composer's original score, which the conductor of the 
orchestra reads. If the music is to sound as the compos- 
er intended it. then the performance of the orchestra 
must faithfully follow the composer's score. 

No orchestral rendition can sound as the composer 
chose unless it is played at the pitch for which it was 
written. Because standards of pitch now used differ 
from those in effect during the early part of the 19th 
century, the works of Beethoven and other classical 
composers are no longer played at the proper pitch. In 
181.5, the standard pilch for middle "A" was 1847 vi- 
brations per second, corresponding to 423.5 cycles per 
second in our terminology. Some conductors started to 
use slightly higher pitches and gradually this practice 
spread. By 1846, the London Philharmonic had raised 
their "A" to 425.5 cycles. In this country, the pitch was 
often even higher, wobbling with the heat, the humidity, 
and the disposition of the oboeist (who sounds "A" in 
all orchestras). 

Thus the international standard pitch of "A" = 435 
cycles, at 59° F. which was established in France in 



1859. was usually ignored by orchestras. Even when 
the orchestra pitch was fixed at 440 cycles, many or- 
chestras in Russia, England, and in this country used 
445 cycles and more. Finally, in 1945. the French 
proposed to raise the international standard pitch to 
440 cycles provided those who were using an orchestral 
pitch of 445 cycles or higher would come down to 440. 
Up to the present time, nothing seems to have come 
from this proposal. Many conductors feel that higher 
pitches make for more "brilliant" renditions. 

Under the circumstances, it is apparent that those 
who listen to classical orchestral compositions of the 
earlv 19th century cannot hear them as the composer 
desired. If the change of pitch makes so much differ- 
ence as the trend seems to indicate, then it would be 
well worth while for broadcast and recording studios 
to require that such classics he played in the pitch used 
by the composer. If programs were selected so that 
only music of the same period was presented at the 
same time, it would be unnecessary to change the pitch 
until the whole program was changed. 

This is a small step toward more faithful reproduc- 
tion, hut it is one which is easily taken. It may seem 
inconsistent to advocate abandonment of standardiza- 
tion of a pitch frequency, when the broadcasting and 
recording industries are so greatly in need of fixed 
standards, but most certainly we should not sacrifice 
valuable esthetic qualities for the sake of pitch-fre- 
quency standardization. And there is no good reason 
why the standard orchestra pitch should not he retained 
for all present-day musical compositions. It would be 
most interesting to see how this works out. 

NAB CONVENTION 

• The National Association of Broadcasters will hold 
their annual Convention and Exposition in Atlantic 
City. N. T-. September 15th to 18th. inclusive. There 
will he many interesting exhibits and technical papers 
presented. Our organization has taken a booth, and we 
hope to see vou there. 

— /. H. P. 
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ou remember him ... 

He was the lucky fellow who found a magic lamp. 
It gave him everything he wished for — from diamond- 
crusted palaces to a sultan's daughter as his bride. 

You've probably wished a lot of times for a miracle 
like this to happen to you. Maybe not for out-of-this- 
world treasures, but for something that will take care 
of the things that are bound to come up. 

Like medical expenses, or college for the kids. Or 
maybe just for the nice, safe feeling it gives you to 
have some- extra money put aside for the future. 

Though no magic is involved, there is a way to give 
you this security. The Payroll Savings Plan. Or, if 
you're not eligible for the Payroll Plan but have a 
checking account, the new Bond-a-Month Plan. 

Either way, it's almost unbelievable how quickly 
your money accumulates. 

Where else can you get such a safe, generous return 
on your money ($4 for every $3)? It's so simple— so 
easy, you hardly miss the money that you're saving. 

And don't forget— at the same time, you're making 
more! 

Next to a magic lamp, there's no better way than 
this to make sure your future is secure. 



Save the easy, automatic way ...with U.S. Savings Bonds 



Contributed by this magazine 
in co-operation with the Magazine Publishers of America as a public service. 
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/PRESENTING NEW 

' HIGH FIDELITY DYNAMIC MICROPHONE 

/ j„ Studio ^Re^cu 





Chuck Aeree, well-known 
radio personality, shown 
using E.V 635 on net- 
work audience partici- 
pation programs. 



****** . use by ■"»""' 



Broa 



dcost Stolons 




Engineered for the exacting requirements of broadcast service 
. . . this new E-V 635 is proving its quality and versatility on 
important radio network programs. Substantially Hat, wide 
range response (60 cycles to 13 kc, plus or minus 2.5 dbj conforms 
to modern FM as well as AM standards . . . assures faithful 
reproduction of speech and music. Omni-direcfioutilbelow 2000 
C.p.s., becoming directional at higher frequencies . . . effective 
for group or individual pick-up. Output —53 db. 

The 635 is excellent, dependable for announcing, audience 
participation, applause pick-up, roving reporter, sports, special 
events, recording . . . and for high quality sound amplification 
systems, dm be used on a stand or in the baud — indoors and 
outdoors. Recessed switch in microphone stud gives 
ready selection of 50 or 2 50 ohms impedance. Fully 
guaranteed. Try it . . . test it. . . see and bear it jor yourself! 

Model 635 Broadcast Microphone. List Price.. *60 
Send now jor Bulletin No. 135 
AUTHORIZED DISTRIBUTORS EVERYW HERE 



No Finer 
Choice Than 




'1 



ELECTRO-VOICE, INC., BUCHANAN, MICHIGAN 

Export Divliion: 13 Eosl 40th Street, New York 16, N.Y., U.S.A. • Cobles: Arlob 
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Ceiling of NBC 
studio 6A in RCA 
building. 



Psycho - Acoustical 



Aspects of 




Pref 



erence 




C. J. LeBEL 



This authoritative discussion of the factors involved in listener 
preference tests merits careful study by all radio electronic engineers. 



There coui.o be no better way of 
opening a discussion of this subject 
than by an extremely relevant quo- 
tation from Lewis Carroll : 

"Twas hrillig, and the slithy loves 

Did gyre and ghnhle in the wabs; 
All mimsy were the liorogoves, 

And the motne raths outgrabe." 
Even the most extended study will 
show the above to be completely ex 
plicit, viz., 

"All mintsy were the borogoves. 
And the mOiiie raths ontgrabe.'' 

However, all the researches of the 
past fifty years have failed to yield a 
usable interpretation of these esoteric 
remarks. Perhaps Carroll was just an 
early radio set advertisement writer. 

Unfortunately, the basic problem of 
much audio research is similar in na- 
ture. Almost anyone can make a test 
and get consistent results, but tin engi- 
neer of long experience may find real 
difficulty in defining the scope and va- 
lidity of the result. Afore scientifically 
put, consistency is a necessary, hut not 
the sole, recpiiretnent for accuracv. 

Applying this philosophy to the 
tests which have recently been de- 
scribed 1,3 ' and the organizations 
sponsoring them, we cannot doubt that 
their observations are both consistent 
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and correct. We need not, and in fact 
cannot necessarily accept all the con- 
clusions which their authors and critics 
have drawn. 

One quirk of psychology has fixed 
nearly all these tests in a common 
groove: The engineer continues a test 
only until he (whether debunker or 
idealist) has secured what he considers 
:i valid result. Since most experimenters 
have secured results which fitted in well 
with their previous ideas, the work has 
generally stopped with the result only 
partly defined. As Bolt has jokingly 
said. "If the first experiment checks 
theory, don't repeat the experiment." 

Tests 

Three methods of test of listener 
preference exist : 

In the direct acoustic rest 1 the listener 
hears live music in the adjacent room. 
The two rooms are joined by an acous- 
tical system of adjustable properties. In 
the test reported, the listeners had a 
choice of unrestricted transmission and 
of a 5-kc. low-pass system. 

Using popular music, over 1000 lis- 
teners voted 

Prefer full range 69% 
Prefer 5-kc. range 31 r 'i 
Using semi-classical music, about 200 
listeners voted 

Prefer full range 66% 
1 'refer 5-kc. range 34 r v 



L'sing speech, no less preference was 
shown for the full range. 

\\ bile no test of the hearing acuity 
of listeners was made, the writers ex- 
perience in his own tests has been that 
1200 observers chosen at random are 
likely to be a satisfactorily representa- 
tive sample. Deviations from the results 
with a group of 10,000 observers are 
small, less than the inherent deviation 
due to uncontrollable variation in test 
conditions. 

Due to the small room necessarily 
used to approximate home acoustics, the 
musicians had to play at an exception- 
ally low level. That the resulting tone 
and balance were correct was checked 
and approved by a number ot musical 
directors of long experience. Playing 
an instrument at lower than normal in- 
tensity will reduce the harmonic con- 
tent, but the resulting sound level, as 
reported by Olson, ranged from 70 to 
80 db — definitely louder than optimum. 
This would tend to increase the effect 
of harmonics present. It is evident 
from the musical directors' verdict that 
the two effects were small enough to 
cancel one another out. 

The results were well documented, 
with virtually every technical question 
well answered. This Olson paper should 
be a model to all for its completeness 
of data. 
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Ill the indirect method we may exam- the past by a number of authors in doubtful at best, and it has been chal- 

ine the acoustical characteristics of mu- Wireless World and Wireless Engineer lenged elsewhere 2 *. Since- there was no 

sical instruments in common use, re- articles on English broadcasting sys- attempt to vary channel bandwidth, we 

numbering Bums-Meyer's saying: terns. believe- that their results show only that 

".Man has had a long time to throw ] t ; s interesting to note that the mu- people can like a broad-band system, 

away instruments of displeasing tone." sicians had a hearty and completely It is certainly not a test to determine 

If we examine results of a test by unmistakable dislike for the system at optimum bandwidth, as some readers 

Snow', we find that the highest fre- maximum bandwidth for miisic only have asserted. We wonder whether the 

fp]ency whose absence could be de- (especially see Test Pair 3) : ' 

tected by listeners 80% of time, and 

the limit of musical tone were: Classical Music Male Speech 

eno/ i ■ • t i • • Test Average Average 

80% Limit Tone Limit p . Range, Cycles Listener Musician Listener Musician 

sna , re l,rl,m -* kc " kc - ( 60- 8000 19 20 52 62 

violin 14 kc 9kc. \ im- 5000 <38 28 2s 10 

c^,;- :::::::::::l^:::::::.^c: *° £^ $ r f ( S } ( ? 

piccolo 9kc 10 kc. ( l^o preference (21) (10) U4) <-'■ 

trumpet Xkc 8kc. ( 20-10000 la > 24 48 

clarin.t 8 kc lOkc. 3 ( 120- 5000 .;8 /3 48 40 

( No preference (2/) (22 ) 28) (1.) 

It is evident that many popular in- Number of observers 105 20 10a _U 

struments have readilv audible musical 

tone output in the frequency range in It is evident from ; these to, •Jlta, ^ palatabilhv of the broad band might be 

dispute, yet remain popular. musicians had a mucl greater des c I - 

In the etoromV method we use an than had the average listener fo, full 

electroacoustic reproducing system of bandwidth on speech, but very obu- £ 800 . 12000 Tnis 

adjustable properties. In some cases a cortain characteristics ot tl,e .c^- ^ 1 

live program was the source'-"; in production of music were such as to compared to the two- 
other 'caL, lacquer originals', also -pel them even m - vunen, y than ^ ^ ^ "inn Jd F.ilen- 
transcriptions*. and phonograph rec- ^.^^^^"Sorted berg used. ^Yould this be great e gb 

° Re'sults secured by Chinn and Eisen- a number of tests using the electronic l ° ^^^^^V reported on a test 

berg'-' may be indicated by the follow- n«*«l in perhaps oversimplified for phonograph records „f mkw)wn 

ing characteristic figures retabulated Listeners were give , a choice of single • *> I K 1 

from their curves and data for average channel and dual clwnnel transmission •• Non ., echnico| Technka| 

listeners; the figures given are percent- ot a live program, and single channel Frequency Listeners Listeners 

a „es- 3000 71 U 

g . 5000 21 58 

Test Music Speech ah)>vc j (M)0 lS 29 

Pair R r n 9e ' Q , C X| eS Cl0 ,n iCal P °^ l0r M « Me has verv carefullv restricted his 

( 60- 8000 iy a- , . . * . " , i i: . 

1 ( 1 '0- 5000 38 26 25 34 conclusions to phonograph record hs- 
( No preference (43) (41) (23) (32) telling, as befits the only source material 
( 20-10000 12 39 21 15 l le , ]se d. In view of the known poor 

2 ( 60- 8000 67 22 55 64 quality of much record processing and 
( No preference (21) (39) (-4) t-l ) pressing stock for the last several vears, 

3 ( lio-'sOOO 58 34 48 45 we arc "'" <lis P 0!ietl to challenge his 
( No preference (27) (33) (28) (32) data. Undoubtedly the use of vinyl 

Number of observers 105 123 105 123 pressings or an H. II. Scott noise sup- 
In the ensuing discussion', it was pressor would improve the signal-to- 
brought out that with experience, lis- transcription. I hey were also permitted m \ fv ratio enough to modify the result 
teners mav overcome this initial dislike to vote whether they telt the two-chau- appreciably, 
and disco'ver new enjovnient in wide wl program was better than, equal to. , 
range. Their data' shows: » r l'°"«' r >" <P»lrtv than live music, but 

no acoustically transmitted live music Three possible reasons may he ad- 
Classical Music^ w;is ot Y eref i f or immediate comparison. vanced for user preference of restricted 
Range, cycles Listened Listeners Virtually none of the listeners felt the range: 
1 ( 60- 8000 19 31 svsteill was inferior to live music, but 1. High frequency response of voice and 
Pair ( 120- 5000 38 28 u ' c are disposed to be unsure of the musical instruments is excessive. 

( No preference (43) (41) full validity of this comparison for it 2. The . user has bcecmie conditioned to 

i in lonno 1> 16 vainnn oi mis lompm mm, km restricted frequency range, by virtue of 

, [ 60 8000 67 61 places too much reliance on untrained j 1)nK listening to radio sets with such 

" ( Va urefiTpncp mi (?1) memorv. The following is characteristic characteristics. 

( ' 20-10000 .5 g of their in,er,re, U ,ion of their main test 3. J****™^ S?£iS^*££& 

3 ( 120- 5000 58 59 results: ml to the public, and a restricted fre- 

( Noprefcrcnce (2/) (13) First Choice, % iruencv range will eliminate smile (lis- 

Number of observers 105 96 Group Ci StriiiR Group — tort ion and reduce the unpalatability 

The effect of listening to wider band transcription 44 ,„- ,| H . remainder, 

programs is apparent at a glance in test Vhannel 34 U is tail ' ,v evident that a combmation 

pairs 1 and 3 above, as the percentage This was summarized as: of '"son's tests, Chum's tc-ts and 

preferring greater bandwidth is nearly transcription 44 Snow's data demolishes both 1 and 2. 

doubled. It is also covered in the dis- live 56 ^'e are left, then, with only the matter 

cussion by Bryan Groom*, an amplifi- Statistically, the validity of such a of distortion in the reproducing system, 

cation of incidental remarks made in method of summarizing is probably In pressing this point we are severely 
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Fig. 1. Mean hearing 
loss for various age 
groups, from World's 
Fair hearing tests 
(after Steinberg, 
Montgomery, and 
Gordner) . 
( Courtesy Jour- 
nal of Acoustical 
Soc. of America) 
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lacking in experimental data, for only 
Olson's paper has been satisfactorily 
documented with information on vir- 
tually every aspect of the test. We are 
given an incomplete frequency response 
curve by C'hinn and Eisenberg, which 
does not include the loudspeaker re- 
sponse. They give us harmonic distor- 
tion data, showing not over 1% over 
the full band, and not over .5% over 
the narrow band at ID db above normal 
(i.e., at probable peak level), excluding 
the loudspeaker. We are given equally 
little information on the system char- 
acteristics by W ebster and McPeak. 

Missing Data 

It is obvious that no test result will 
be accepted by a critical world unless 
the test conditions are rather fully set 
forth, and that conclusions will be still 
more suspect unless test conditions are 
completely given. That this is no light 
undertaking may be judged when we 
inspect the areas in one or more of 
which all writers but Olson have been 
deficient : 

a. Physiological Acoustics 

b. Architectural Acoustics 

c. Psycho-Acoustics 
(I. Elcctroacoustics 

e. Psychology 

f. Statistics 

It must be emphasised in the strnug- 
c.-t terms that the lack of much of these 
data is more a reflection on the low 
state of the radio art than on the authors 
criticized. Inspection of the literature 



the quality field make rash statements, 
and flounder a bit, the grayheards may 
perhaps be permitted a chuckle or two. 

Physiological Acoustics 

If a limited number of listeners was 
used, we are entitled to audiograms of 
their hearing. If a somewhat larger 
group, we need proof that it is a true 
sample of the public hearing* ". A true 
sample of the population by age, sex, 
and occupation is not necessarily a true 
sample of public hearing. It might be 
questioned whether a random 150 or 
200 persons could constitute even a true 
sample by age, sex, and occupation, for 
small random samples arc not neces- 
sarily true samples. The statisticians 
should get out copies of the Public 
Health and World's Fair hearing tests 
and pads of paper, and begin work. 

Incidentally, these basic sources of in- 
formation on American hearing char- 
acteristics seem to be badly misunder- 
stood by the average engineer. The 
curve of hearing for a given age group 
and sex is a trend, not a universal rule. 
In the monumental Public Health sur- 



vey by Beasley the curve is a modal 
value, and we may expect about half the 
persons concerned to have losses rang- 
ing between zero and the curve, i.e., a 
loss given as 15 db at 8192 cycles is the 
most often occurring, but the deviation 
of the readings is so great that we 
would find a large number with losses 
between 0 and 5 db. The World's Fair 
curves are mean values, and just half 
of the actual readings would show less 
loss than the curve. For an idea of these 
results see Figure 1. Xote that the mean 
relative hearing loss at 7040 cycles 
(with respect to 1760 cycles) is only 6 
db for the male and only 1J4 db for the 
female, in the age range 30 to 39 years. 
This is entirely negligible. Even among 
the bard of hearing we often find cases 
with uniform loss over the entire fre- 
quency range, i.e., flat response. To say 
that the public is physiologically incapa- 
ble of hearing higher frequencies is 
arrant nonsense. 

Architectural Acoustics 

Studio acoustics and studio micro- 
phone placement seem too often de- 
signed to emphasize the middle highs, 
in an attempt to make a $19.95 radio 
sound as nearly human as possible. If at 
wide band reproducing system is them 
used, the result may he much too bright 
for naturalness or comfort. In Olson's 
paper we have acoustical data on the 
room used. In no other study are we 
given data on the studio acoustics nor 
on the microphone placement, and no 
evidence of attempt to match the acous- 
tical conditions to the wide band sys- 
tems in use. 

The acoustics of the listening space- 
also deserve attention. Was an unused 
studio used, without change? If changed, 
how close to the acoustically average 
home was it? The reverberation charac- 
teristics of the studio and of the listen- 
ing space have a profound effect on the 
balance of tone and on the optimum 
overall air-to-air curve". A bright, hard 



Fig. 2. Contour lines 
of equol loudness far 
normal ears (after 



000204 bars 
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will show a period of perhaps twelve Fletcher and Mun- 
years when radio set engineers as a 
whole paid very little more than lip 
.service to the engineering aspects of 
making reproduction pleasing to listen 
t<\ Only the organizations in two non- 
radio corners of the electronic field 
did any scientific work on the problem 
(with perhaps three exceptions) and 
the engineers so engaged were estimated 
at little over a dozen by one prominent 
editor. If the Johnuy-come-latclies in 
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0 db 
= 10 
sq. cm. 

(Courtesy Journal 
of Acoustical So- 
ciety of America) 
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Fig. 3. Curves showing the ability of different frequencies F (indicated on each plot to mask 
other frequencies {indicated by the numbers attached to the curves). The sensation-level 
of the masking tone is shown by the abscissa, and the elevation in the threshold af the 
tone by the ordinate Softer Wegel and Lane). (Courtesy Physical Rcviczv) 



listening room will rend to make every- 
thing sound shrill, and a dead room will 
often sound more muffled and boomv 
than the shape of the reverberation- 
frequency curve alone would suggest. 
We must not forget that studios and 
rooms which experts would pronounce 
"good'' by ordinary broadca-tinsr stand- 
ards are not necessarily correct for best 
listening to wide band systems. 

Psycho-acoustics 

This brings up the question of scale 
distortion due to difference between 
original and reproduced sound levels. 
Theoretically, the equalizer correction 
curve could be computed from the ap- 
propriate equal loudness contours (see 
Fiff. 2) ; practically, it is dependent also 
on the acoustical conditions in each en- 
closure* and should be experimentally 
determined. Lacking such a correction, 
at usual music volume-differences the 
high-frequency response would have to 
be sloped off to restore a good tonal 
balance. Lacking a sloping network, the 
cutoff filters would be used — which is 
just what was done. 

It is desirable to remind the reader 
briefly that choice of selection and 



choice of orchestration can have a pro- 
found effect on the result. Certain treat- 
ments are damaged much less bv de- 
creased bandwidth than are others. Was 
this perhaps the reason why the prefer- 
ence for increased bandwidth was pro- 
portionately greater with popular music 
than with classical music in the Chinn 
and Eisenberg tests? 

There is a point on which many engi- 
neers are badly mistaken, and this has 
even crept into some articles: belief that 
room noise will mask the higher fre- 
quencies due to its intensity. Since room 
noise may exceed 50 cfb. this would be 
a valid point if true. Actually, masking 
is a well-studied specific fact, not a gen- 
eral bogey. Studies'" have shown that 
very great low-frequency energy is nec- 
essary to mask a high-frequency tone, 
as is shown in Figure 3. For example, 
a masking tone of 400 cycles will not 
shift the threshold of hearing of a 40011 
cycle tone until the 400 cycle level lists 
reached 60 db. This could be rephrased 
to say that the masking effect of a 400 
cycle tone on a 4000 cycle tone would 
be 60 db down from the level of the 400 
cycle tone. Since the average of room 
noise''' in a home is 43 db (with a stand- 



ard deviation of 5.5 db) we may con- 
sider the effect negligible most of the 
time, since the noise energy drops very 
rapidly above 800 cycles'*. This has been 
discussed in detail by Fletcher 5 . 

There is another point on which many 
engineers are in error, of which the 
following comment on the acoustical 
filter method of test is representative: 
"However, the results would apply to 
binaural listening and not to monaural 
listening, which is common practice for 
present-day broadcasting . . ." Practi- 
cally all listening is binaural (physio- 
logically speaking), regardless of wheth- 
er it is- to a live orchestra or to a 
loudspeaker, so we are sure the authors 
auoted meant "two channel'' and ' single 
channel" transmission, but we still dis- 
agree with their remarks. There is noth- 
ing in the literature and no reason 
whatever to believe (in testing a system 
with given electroacoustic characteris- 
tics) that the number of channels in use 
will affect the choice of optimum band- 
width. This was emphasized by Maxfield 
in the discussion after the Olson paper. 

Electroacoustics 

In no electroacoustic system test has 
the overall air-to-air characteristic been 
published, and we can only guess. In 
one case the loudspeaker is a "dual unit 
of well-known manufacture", in another 
an expensive loudspeaker of well- 
known manufacture" : in another test a 
radio set "designed by good engineers' 
was employed. In a fourth instance, 
phonograph records of well-known 
manufacturers" were employed. These 
are exceedingly weak links in chains of 
already doubtful strength. Without an 
air-to-air test how can we know what 
sort of system we are using? 

There are many phases of electro- 
acoustics where our instrumentation is 
currently weak. In some cases, the ear 
is a much more strong indication of 
fault than any instrument normally 
available. Here are cases of such faults 
having a possible effect on results: 

Five models of microphone might nor- 
mally be used to pick up the original 
program. Nominally not too different in 
free field response curve, actually one of 
them has a rather harsh unpleasant 
sound, two of the others a velvety 
smoothness denoting good transient re- 
sponse. 

Three types of disc recording heads 
are most widely installed, with nomi- 
nally not too dissimilar response curves. 
One type sounds good, the others deli 
nitelv harsh, due to poor transient re- 
sponse. The large record manufacturers 
often have their own special cutting 
heads, each with its own characteristics. 

How about the pickups? One widely 
used pickup has a definitely character- 
istic tone which colors everything 
[Continued on page 44] 
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Experimental 
Volume Expander 
and 

Scratch Suppressor 




C. G. McPROUD 



Utilizing a number of familiar circuits combined in one unit to 
provide the functions of expansion and needle-scratch suppression. 



With the advent of new magnetic 
phonograph pickups with an ex- 
tended high-frequency response, 
many record enthusiasts are beginning 
to notice that there are things on their 
records other than music. Although the 
smoother h-f response characteristics 
make the scratcli noise less offensive 
than is the case with a pickup which 
lias peaks throughout its reproducing 
range, some records still have a noise 
level which is too high for comfortable 
reproduction. 

To date, several noise suppressors 
have been developed, hut the cost of the 
better units prohibits their wide ac- 
ceptance by the average listener. The 
circuit described herein is an adapta- 
tion of one employed in some of the 
models of the Scott Radio (not to be 
confused with the suppressor developed 



'Managing Editor, Audio Engineering 



by H. H. Scott), and while far from 
perfect, it does offer some relief from 
records having high scratch levels. 

Since some of the requirements for a 
scratch suppressor are duplicated by a 
volume expander, the additional com- 
ponents for the latter circuit are com- 
paratively few, and were also built into 
the amplifier, making a combination de- 
vice which offers interesting possibili- 
ties. Being assembled largely from re- 
sistors, it is not expensive to build, and 
it is sufficiently flexible that the indi- 
vidual user can arrive at any effect de- 
sired by experimentation with compo- 
nent values. 

This description should not be con- 
strued as an argument for expanders. 
The writer happens to be of the opinion 
that about 6 db of expansion is desir- 
able, adding a degree of lifelike "expres- 
sion" which is worth while. Many 
reputable engineers, however, look 



askance at expanders, offering myriads 
of reasons why they are objectionable. 
Therefore, if the listener prefers this 
unit without the expander, it may be 
omitted from the construction without 
disturbing the operation of the scratch 
suppressor section. 

Basic Circuit 

The block schematic of Figure I 
shows the general arrangement of the 
circuit elements. As shown, a two-stage 
preamplifier precedes the expander- 
scratch suppressor unit in order to 
bring the output of a low-level magnetic 
pickup up to that required for operation 
of the controlling circuits. This pre- 
amplifier follows the design previously 
described* and contains the necessary 
equalization. The output is fed to two 
circuits — one being the signal channel, 
and the other the "side" amplifier. 

*Audio Engineering, July, 1947 



Fig. 1. Block schematic showing orrangemcnt of components for combination scratch suppressor and expander, fed from either a magnetic pickup 
with a preamplifier, or from a crystal pickup and a potentiometer volume control. 
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The signal channel is isolated from 
the preamplifier circuit ill ortler that 
the effect of the scratch suppressor shall 
not he fed hack to the side amplifier. 
Thus, the side amplifier is fed from 
the input circuit directly, while the sig- 
nal channel is fed through a resistance 
network. 

The side amplifier output is fed to 
two rectifiers, and the d-c output of 
one is fed through a delay network to 
a reactance tube. A controllable amount 
of the d-c voltage from the other recti- 
fier is fed through a second delay net- 
work to a variable losser tube which 
provides the expansion. 

Referring to the actual schematic of 
the circuit, Figure 2, it is seen that the 
signal channel consists of a dual triode, 
one half serving as an amplifier, and 
the other as the losser tube. The output 
of the amplifier is coupled to a 0.1- 
megohm resistor in series with the plate 
resistance of the losser. The signal out- 
put is fed from the junction of the 
plate and the series resistor. At low 
signal levels, the bias on the losser tube 
is at a minimum, and the plate resistance 
is of the order of 10.0(10 ohms. This 
provides a loss of approximately 20 db, 
which results in a net gain of about 5 
db from the input to output of the signal 



channel. As the bias on the losser tube 
is increased, resulting in an increase in 
plate resistance, a greater percentage of 
the signal voltage is available at the 
output, 

This arrangement is essentially a po- 
tentiometer, with R, and R e being the 
total resistance. R p being variable, the 
output signal is dependent upon the 
ratio of R r : (R a + R f ). The choice of 
this circuit for the expander is based on 
two parameters : no variable-mu ele- 
ments are employed, so that distortion 
due to variation in plate voltage is elim- 
inated, and a simpler rectifier circuit is 
used since the required voltage is nega- 
tive in polarity for increase in output. 

Signal Channel 

The grid of F u is fed from the junc- 
tion of R, and /?., providing isolation 
from the input signal for application of 
the reactance-tube circuit. F„ is biased 
by a cathode resistor, and uses a plate 
resistor of 0.1 megohms. The plate of 
Vn is fed through a separate resistor, 7? 5 , 
in order to avoid a variation in the 
d-c potential available at the plate of 
Ki.. C. provides signal coupling to the 
"potentiometer," and C\ feeds the output 
circuit. 

Coupled to the grid of ('„ through 



Fig. 2. Schematic of expander-scratch suppressor unit. Two-stage preamplifier used with 
magnetic pickups is not included in this circuit. 




a 0.01-xf capacitor is the reactance tube, 
/ .. This tube acts as a variable capac- 
itor controlled by the bias voltage ap- 
plied to it. Normal bias is furnished In 
a tap on the potentiometer, R m which is 
adjusted for the optimum value. The 
capacitor C, together with the grid-to- 
plate capacitance of the tube is reflected 
across the signal circuit, multiplied In- 
die gain of the tube. In effect, then- 
fore, the reactance tube is a high-fre 
quency tone control which is turned so 
as to suppress the highs when no signal 
is present. Whenever any high-frequency 
signal is present, the bias on the re- 
actance tube is increased, and the ''tone 
control" is turned back to normal. The 
frequency-selective side amplifier pro- 
vides the variable bias. 

The side amplifier consists of a 7V.7 
as a pentode amplifier tube, with the 
plate feeding the two diodes through 
separate circuits. For the reactance- 
tube control, the coupling capacitor is 
small, resulting in the development of a 
d-c control voltage only when high- 
frequency components are present in the 
input signal. The entire d-c voltage de- 
veloped across the diode load resistor 
/fu is ted through the delay circuit 
consisting of R„ and C, to the grid leak 
of the reactance tube. 

The coupling capacitor feeding the 
second diode is larger, resulting in a 
developed d-c voltage which is propor- 
tional to the total signal. The diode 
load consists of R, s and R,„, the latter 
being a potentiometer used for the ex- 
pansion control. The delay circuit for 
this diode consists of d, across the po- 
tentiometer for the release time control, 
and the network consisting of R w and 
C Ia controlling the attack time. 

Performance 

The principal object of the scratch- 
suppressor circuit is to reduce the high- 
frequency response when there is no 
appreciable amount of high-frequency 
signal in the input circuit. As con- 
structed with the constants shown in 
Figure 2. the frequency response of the 
entire circuit is shown in Figure i, 
plotted with respect to the input signal 
\oltage. With signal intensities over 0.4 
volts at the input, the response is es- 
sentially flat. However, as the signal 
intensity is reduced below 0.4 volts, the 
reactance tube becomes effective, and 
the response is altered as shown for the 
curves of 0.3 and 0.2 volts. Below 0.2 
volts, the response remains approxi- 
mately as shown for this value. 

These curve;, were measured with 
signal intensities as indicated for the 
entire frequency band. A second series 
of measurements were made with a 
1,000-cps signal of the same intensity 
applied to the input together with the 
the high-frequency signal to determine 
if the presence of low-frequency com- 
ponents was able to supply sufficient 
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Top and bottom chassis views of completed prcamplifier-exponder-scratch suppressor. 



bias to the reactance tube to prevent its 
operation. With the component values 
shown, the 1,000-cps signal required to 
cut off the reactance tube was 15 <lb 
above the applied high-frequency signal. 

Figure 4 shows the input vs. output 
with the expander off, and with the 
control turned full on. This does not 
provide a large amount of expansion, 
but the distortion is relatively low, and 
the addition of 6 db is entirely sufficient 
for home use. The maximum value of 
7 db is obtained at approximately 10 
db above the threshold, and this value 
continues over the range of the am- 
plifier. 

Circuit Adjustments 

When constructed in accordance with 
the schematic of Figure 2, the bias ap- 
plied to the grid of Fit, is approxi- 
mately 7 volts, with the expansion con- 
trol at zero. C, a and Mi» control the 
attack time for the expander, set at 
approximately 60 milliseconds. Cu and 
R„ control the release time, the time 
constant of this section of the network 
being 125 milliseconds. The total re- 
lease time is the sum of these two 
values, or 185 milliseconds. These 
values are reasonable averages, though 
a refinement in the design would be an 



inclusion of a variable control for both 
of these delays. For optimum results, 
separate adjustment of both should be 
available. However, this entails two 
more controls, and this arrangement at- 
tempts to average the delays in order 
to keep operating controls at a mini- 
mum. 

R,„ controls the operating point of 
the reactance tube. The simplest way to 
set this control is to feed a 5,000-cps 
signal to the input, at a level of 0.3 
volts. Observe the output level with 
the arm of R,» at the ground end; then 
adjust the control to obtain a decrease 
of 10 db in the output. 

It is necessary that the signal 
voltage fed to the input be sufficient for 
the correct operation of the unit. With 
a two-stage equalized amplifier, the out- 
put from the Pickering Cartridge is 
approximately correct for proper oper- 
ation of this circuit. The gain of the 
amplifier must be increased somewhat 
for the GE pickup, since its output 
is approximately 15 db below the Pick- 
ering. The equalized output from a 
crystal pickup is too high for the in- 
put to this unit, and it is suggested that 
a volume control be interposed between 
the pickup output and the input to 
this amplifier. 




Construction 

Obviously, a device of this sort can 
be constructed on practically any sort 
of chassis. However, there is a small 
chassis readily available on the surplus 
market which was originally intended 
as a servo amplifier. This chassis is 
equipped with four lock-in sockets, 
which governed the selection of lock-in 
tflbes for this particular application. 
The fourth socket is used for a 7F7 
preamplifier stage with the necessary 
equalization for magnetic pickups. The 
experimental unit is pictured in three 
photographs, indicating the tube posi- 
tions. Note that the shielding enclosure 
{Continued on page 39] 
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Design of Electronic Organs 



WINSTON WELLS " PART I 

In this series of articles, the author presents a thorough 
discussion of the design and operation of electronic organs. 



"Jesus Maria! I />/av it so 
good an' it comes oiit-lika litis!" 

THUS SI'OKE FeKUI NANDO GeRMWI 
the celebrated Italian concert organ- 
ist, upon playing an electronic organ 
for the first time. This was about a dec- 
ade ago and, at the time, Germani had 
just signed a contract to play a series of 
demonstration recitals for the manufac- 
turer of the instrument. 

The maestro was not alone in his dis- 
may, for the performance of the little 
instrument was a decided letdown to 
those who were accustomed to the pipe 
organ at its best. True, it surpassed the 
finest of pipe organs in dynamic range 
and rapidity of action. It was compact 
and readily portable, and its cost was 
but a small fraction of its nearest non- 
electronic competitor. Hut it was lack- 
ing in tonal resources, some of the con 
trols were awkward to manipulate 
quickly and there were other points of 
design which violated the most sacred 
traditions of organists and organ build- 
ers. 

Xow it is not to be supposed that, 
even in this day of wonders, a device so 
complex as an electronic organ should 
spring, fully grown and perfect, from 
the head of its creator, in the fashion of 
Minerva. Rather, any art must go 
through a long period of evolution, 
building a background of trial and error, 
before approaching the goal set by its 
pioneers. Hut an intelligent considera- 
tion of the fundamentals upon which 
the art is based, and an awareness of 
the objective, can do much to bring the 
goal closer. 

It is the purpose of this article to 
acquaint the reader with the require- 
ments of good organ design, to discuss 
tiie mechanical and electrical structure 
of modern commercial instruments, and 
to point out the trend of design in 
future types. 

Design Fundamentals 

When we. as engineers, are asked to 
design a given device, three questions 
come into our minds : 

(1) What is it supposed to do? 

(2) How many are to be made at a 
time? 

*307 E. 44th St., \ czu York City. 
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(3) At what price does it have to sell 
in order to yield a profit which justifies 
the undertaking? 

Upon the answers to these questions 
is based the work of the entire project 
which follows, from the first crude 
sketches and rnle-of-tliumb computa- 
tions to the finished product. The physi- 
cal structure of the device is then 
evolved with the objective of satisfying 
the requirements of performance, pro- 
duction and cost. 

Perfection is not ordinarily sought in 
industrial practice but instead, every ef- 
fort is made to establish a practical 
iooti 




improved, while market decreases. 

compromise between ideal performance 
and low production cost. It is the judg- 
ment exercised in balancing these two 
factors which largely determines the 
ultimate utility of the product. 

It is apparent that the potential sales 
of a product will increase as the price 
is lowered, or as the performance is 
improved. An increase in rate of sales 
will permit the use of more efficient 
production methods which, in turn, will 
lower the cost of manufacture and, 
consequently, the cost to the con- 
sumer. However, it is difficult to make 
substantial improvements in a product 
without raising the cost of production. 

By means of data obtained through 
engineering estimates and market sur- 
veys, it is possible to plot reasonably 
accurate graphs for any product, show- 
ing the relation between market, per- 
formance and cost. The point at which 
the performance and market curves 
intersect determines the optimum con- 
sumer price and, also, the standard of 
merit to which the product must be de- 
signed. I : ig. 1 shows the manner in 
which these graphs are applied to a 
hypothetical product. 

Before attempting an analysis and 
criticism of the current instruments, 
and before discussing means for im- 



proving them, it is necessary that we 
consider the position the electronic 
organ occupies in the fieid of music. 
While it is inherently capable of some 
things which are impossible to the pipe 
organ, its prime function is that of 
succeeding the pipe organ in the mu- 
sical world. 

The modern pipe organ is the end 
product of several centuries' develop- 
ment work, and it represents the com- 
bined efforts of many men who were 
outstanding in the fields of music, acous- 
tics and mechanics. The instrument is 
one of rhe most functional devices ever 
to be built by man, its design being 
shaped by the combination of musical 
requirements, human anatomy and the 
mechanical limitations under which the 
organ builders worked. 

The introduction of electronics to 
the production of musical tones has 
conquered many of the limitations im- 
posed In the use of pipes and reeds, but 
it has changed neither the mind nor 
the anatomy of the human being, nor, 
in consequence, the organist and his 
audience. Therefore, we may well ex- 
amine the pipe organ, and ascertain 
the reason for its design, before plan- 
ning an instrument which we arbitrarily 
call "an electronic organ' . 

In its modern form, the pipe organ 
is essentially a sustained tone, multi- 
keyboard instrument, capable of render- 
ing polyphonic music, and capable of 
covering the entire frequency ranee 
useful in music. 

Acoustical Oscillators 

The musical tones are produced by 
organ pipes, which might be described 
as "acoustical oscillators", the simplest 
of them resembling the tin and wooden 
whistles sold in toy shops. The pipes 
are driven by a regulated air supply, 
the pressure of which is usually be- 
tween five and twenty inches, measured 
on a water manometer. In some cases 
the pressure may be as high as thirty 
inches, and a few pipes have been built 
to operate at one hundred inches. 

A separate pipe is used for each note, 
and for each separate tone color. A set 
of pipes, all of the same tone color but 
graded chromatically in pitch, is re- 
ferred to as a "rank'' of pipes, or as a 
"stop ". 
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Each rank of pipes is mounted oil £ 
wind chest, which is supplied with air 
from the regulator. The receptacle 
which holds the base of each pipe con- 
tains an electro-pneumatic piifl" valve 
which, through a series of switches and 
relays, may he connected to the proper 
key on one of the organ's manuals or 
the pedalboard (hand or foot keyboards, 
respectively). 

The common return circuit for the 
notes of one stop is brought through a 
switch, located on the console in a posi- 
tion convenient to the organist. The 
handle of this 5 switch is called a "stop 
tab", "drawer knob" or "rocker tab", 
according to the particular form which 
it takes. Thus, when a stop is "on", 
the pipes in the rank will speak (play) 
when their corresponding keys or pedals 
are depressed. Conversely, when a stop 
is "off", the pipes of that rank are 
silenr, even though the keys may be de- 
pressed. 

Very small organs may have only 
three or four ranks of pipes; the largest 
may have several hundred. The pipes, 
along with the more hulk\ apparatus 
in the instrument, are housed in an 
"organ loft , which is located with a 
view toward obtaining good sound dis- 
tribution over the area to be covered. 
The console may be remotely located, 
provided the organist can hear the 
sound from the loft above the reverbera- 
tion and room noise. At very great dis- 
tances, of course, the time delay effect 
becomes objectionable . . . the organist 
may have played several successive 
notes before he hears the first one ! 

The Console 

The console is the control center of 
the instrument, and is designed to per- 
mit playing and changing of tonal ef- 
fects with a minimum of bodily move- 
ment on the part of the organist. Since 
the bass passages are played with the 
feet, the legs, as well as the arms of 
the organist, are in constant motion, 
leaving the buttocks as the only means 
of bodily support. This fact is of con- 
siderable importance when deciding upon 
the location of controls, for they must 
be so placed that the body will not be 
thrown off balance while manipulating 
them. 

The pedal board, upon which the bass 
is played, is so located that its keys are 
accessible to the organist's feet, as he 
swings his lower leg from side to side, 
the keys being arranged in a radial pat- 
tern to conform to the arc traced by 
the foot. There are thirty-two pedals, 
covering the range of two octaves and 
a fifth, chromatically, the lower (left 
hand) end starting with L, and the 
upper (right hand) end terminating 
with G. The pedal contacts are usually 
designed to "make" when the pedal has 
been depressed about one inch. The 
pedals which correspond to the "black 



keys'' on a pinno, are raised a couple 
of inches above the others. 

The manuals (hand keyboards) are 
located in front of the organist, and ate 
arranged, one above the other, in 
"staircase" fashion. The lower one is 
approximately at elbow height and each 
successive one is raised by another 2 x /i 
inches. The upper ones slope toward 
the organist, to compensate for the 
change in attitude of the wrist when 
playing them. 

There are sixty-one keys on each 
manual, covering a range ot Ave oc- 
taves chromatically, starting and end- 
ing on C. The exposed portion of a 
"white key" is V/4 inches long. They 
are identical to piano keys, except that 
the ends facing the organist are under- 
cut. The upper and lower manuals over- 
lap slightly, and this undercut permits 
the playing of one hand directly below 
the other, on separate manuals and with 
minimum interference of motion. The 
electrical contacts "make" when a key 
is depressed about one-half inch. The 
key action is designed to respond to a 
finger pressure 01 from 1J4 to 4 ounces. 

Above the manual.-, ami to the sides, 
the stop tabs anil other controls are ar- 
ranged in rows, and are grouped ac- 
cording to their functions. In some 
consoles, they ate mounted upon a semi- 
circular or elliptical panel, so that they 



may all he reached by one continuous 
sweep of the organist's arm. (This has 
proven to be an excellent design, and it 
might well be used by builders of elec- 
tronic instruments.) 

Modern organ playing necessitates 
the very rapid changing of registration. 
("Registration'' is the term applied to 
the particular tonal effect which is mo- 
mentarily set up upon the manuals and 
pedals.) Since a change in registration 
may easily involve the simultaneous 
movement of fifty or more stop tabs, it 
becomes necessary to perform tiiis func- 
tion mechanically. 

The larger pipe organs are equipped 
with rows of push buttons, called "com- 
bination pistons'', these being mounted 
upon narrow panels, under their respec- 
tive manuals. When a piston is depressed, 

usually by means of the knuckles) 
an electro-pneumatic mechanism is sei 
in motion, which moves the stop tabs 
according to a pre-arranged registra- 
tion. These registrations are set up 
upon a "recorder board ' in the rear oi 
the console. There are usually provi- 
sions for setting about thirty registra- 
tions at one time, although extremes 
may vary from ten to several hundred. 

Upon having depressed and released 
a piston, the organist may quickly mod- 
ify the registration thus obtained, by 
changing a few stops by hand. 





The organ is not a ''touch responsive" 
instrument. That is to say that, for a 
given registration, a note will sound 
exactly the same, regardless of the 
manner in which the key is struck. 
Therefore, expression must he obtained 
by other means. It is standard practice 
in modern pipe organ design to cover 
the opening to the organ loft with a 
set of movable soundproof shutters. 
These, when closed, attenuate the escap- 
ing sound about 30 <lb in the better 
instruments. 

Expression Control 

The "swell shutters", as they are 
called, are coupled through an electro- 
pneumatic servo-mechanism to the 
"swell pedal" (sometimes called "swell 
shoe" or "expression pedal"). This 
pedal responds to a forward or back- 
ward rocking motion of the foot, the 
shutters being open when the foot is in 
the toe forward position. The swell 
pedal is located so as to be operable by 
the right foot, since the greater number 
of the bass notes are played by the left 
foot. 

The pipes of the larger instruments 
are often divided into several groups, 
each group being housed in a separate 
organ loft. In such cases, it is custom- 
ary to connect the shutters of the sep- 
arate lofts to individual swell pedals, 
thus permitting the "fading" of one 
musical passage with relation to an- 
other. By means of a switch, they may 
also be ganged together electrically. 

The utility of the swell mechanism 
in pipe organs has been somewhat 
limited, both by the mechanical inertia 
of the enormous shutters required, and 
by the difficulty of maintaining a good 
ratio of sound attenuation between the 
open and closed positions. From this 
standpoint, the electronic organ is in- 
finitely superior, since an ordinary bass 
compensated volume control, connected 
to a swell pedal, gives all that one could 
ever wish for in a swell action. 

( M iginally, the swell pedal was limit- 
ed to the effecting of gentle, gradual 
changes in loudness of musical passages 
but, in modern instruments, it is used 
to obtain marked diminuendos and cre- 
scendos, as well as for accenting indi- 
vidual notes in a passage. 

The "crescendo pedal" is located to 
the right of the swell pedal, and is 
identical in construction. It actuates 
a progressive multi-contact switch, the 
contacts of which are connected into 
the stop actions. As the pedal is "open- 
ed", an increasing number of stops are 
made active until, at the full open posi- 
tion, the organist is using "full organ" 
(all of the instrument's stops in use). 
This device is extremely useful in build- 
ing musical climax, especially on large 
organs, where there is a fairly even 
graduation of loudness between success- 
ive stops. 
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Stops 

Upon examining a pipe-organ con- 
sole, it will be noted that the stop tabs 
are labeled with the name of the in- 
strument or effect which the stop is 
supposed to represent. This name is 
followed by a numerical notation, the 
most common ones being: 16' 8'. 4', 
2 2/3' and 2'. These notations refer to 
the musical "register" pitch of the stop, 
and are derived in the following man- 
ner : 

The lowest note on an organ manual 
is the second octave below middle C 
(65.41 cps). An open pipe, approx- 
imately eight feet long, will produce 
this note when blown. Hence, any stop 
whose second octave below middle C 
coincides with the lowest key on the 
manual, is termed an eight foot stop. 

A stop whose lowest note is three oc- 
taves below middle C will need a pipe 
sixteen feet long, to produce this low- 
est note. Thus, if this lowest note 
coincides with the low C on the manual, 
we are said to have a sixteen foot stop. 
It will be noted, in this case, that if the 
the middle C key is depressed, we ac- 
tually play the octave below middle C. 
W e can best remember this system of 
notation by keeping the following in 
mind. When we set up a registration of> 
8' stops, the notes which we play on the 
keys are sounded. W hen we use 16' 
stops, the organ sounds at an octave 
below the notes which we are playing 
upon the keys. With 4' stops, the organ 
sounds at an octave higher than the 
notes being played. A 2' stop will sound 
two octaves high, a 32' stop, two oc- 
taves low, and a 2 2/3' stop will sound 
the twelfth interval (an octave and a 
fifth) above its nominal position on 
keyboard. 

The same system is used in the nota- 
tions on pedal stops. However, the low- 
est note on the pedal board is, nominal- 
ly, three octaves below middle C, so 
it is the sixteen, rather than the eight- 
foot stop, which sounds the note cor- 
responding to the pedal being depressed. 

Stops of one register may be played 
alone, or in combination with those of 
another. The foundation of organ music 
depends upon the eight-foot stops on 
the manuals, w ith the sixteen-foot stops 
on the pedals. Those of the lower regis- 
ters add "body" to a passage, while 
those of the upper register lend "bril- 
liance." 

Couplers 

In addition to the stops of various 
registers, most organs are equipped 
with "couplers", to which the same 
form of notation is applied. The con- 



trol tabs are identical to those used for 
the stops. When a 16' coupler is added 
to a manual, the organ will duplicate, 
at an octave lower, everything set up 
in the registration of that manual. Like- 
wise, a 4' coupler will duplicate the 
registration at an octave higher. An- 
other control, which is labled "unison 
off", will silence the original registra- 
tion, but will allow it to "speak" in the 
register of any couplers which may be 
on. 

There are also four, eight and six- 
teen foot inter-manual and manual-to- 
pedal couplers which, as their names 
imply, can duplicate the registration 
of one manual upon another, or upon 
the pedals. Couplers, when properly 
used, are of tremendous value in ex- 
tending the usefulness of a stop, and 
in making the organ a more flexible 
instrument. 

Another important part of the pipe 
organ is the "vibrato", sometimes called 
a "tremolo" or "tremulant". The same 
terms are also applied to the effect 
produced by this device. 

Vibrato 

Vibrato may be denned as a rapid 
cyclic variation in the pitch of a note, 
the rate of variation ranging from 
about 4.5 cps to 12 cps in extreme cases, 
and the pitch variation ranging from 
plus to minus 0.5% to 5% of the nom- 
inal frequency of the note. We may 
also define vibrato as the frequency 
modulation of a musical tone. 

As applied to music in general, the 
frequency and amplitude of vibrato 
vary among individual performers, and 
are different for different types of in- 
struments. In the human voice, the rate 
averages about 6.5 complete beats per 
second, with a pitch variation of plus 
to minus 1.3% of the nominal frequency. 
The violin vibrato averages a little over 
7 cps with a pitch variation of about 
plus to minus 2% of nominal frequency. 

While the dominant characteristic of 
the vibrato is one of frequency modula- 
tion, amplitude modulation also occurs 
in most cases, as well as a whole series 
of complex phenomena arising from 
"side band" effects. Since there is al- 
ways some reverberation in a room, we 
hear all of the successive pitch varia- 
tions of the tone and its partials (har- 
monics included) simultaneously. These 
beat with each other and their resultants, 
in turn, beat with them, and so on, ad 
infinitum. 

Vibrato is of profound significance in 
all sustained tone music, since its in- 
troduction into a tone has a direct ef- 
fect upon the emotions of the listener, 
regardless of the character of the music 
being played. The subject should be 
thoroughly studied by anyone concerned 
with sustained tone instruments, wheth- 
er as a performer, composer or de- 
signer. 
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Hie vibrato is seldom employed ill 
percussive tones, since it softens the 
attack and gives an effect wliicli is 
generally displeasing to the ear. An ex- 
ception is the case of the vibra-harp. 
This instrument resembles the xylo- 
phone, both in structure and in manner 
of playing. It has a series of tuned 
cylindrical resonators hung below the 
resonant bars to bring out the funda- 
mental tone. The necks of these reson- 
ators are fitted with motor driven ro- 
tating dampers which impart a kind of 
"amplitude vibrato" to the tone of the 
instrument, the effect being quite pleas- 
ing. 

The .-tatements made regarding the 
vibrato in vocal and instrumental music 
are generally applicable to the organ. 
Large pipe organs have several vibra- 
tos, these being effective on individual 
stops or groups of stops. It is highly 
desirable to be able to apply vibrato 
selectively to various stops, without af- 
fecting the rest of the instrument. The 
smaller organs usually have but one 
vibrato, this being effective upon the 
entire instrument. 

Vibrato is effected in the pipe organ 
by means of a device which pressure- 
modulates the air in the wind chest at 
the desired rate, causing the tones of 
the pipes to rise and fall in pitch. The 
"on and off" control is brought out to 
a conventional stop tab at the console. 

Varieties of Tone 

The reader may have wondered, by 
this time, why the pipe organ has so 
many stops, especially since it has been 
pointed out that a single one may be 
built to cover the entire compass of 
pitch necessary to the instrument. 

The primary reason is that any one 
tone color, no matter how beautiful it 
may be, will become monotonous when 
heard for more than a few minutes at 
the most. This goes back to a funda- 
mental law of biology and psychology, 
which states that an organism loses its 
power to respond to a given stimulus 
when that stimulus is applied over too 
long a period. A one-hour performance 
by a chorus of angels would become as 
irritating as a convention of Swiss bell 
ringers, providing they did nothing to 
vary the act. 

The second reason is that various 
types of music, and musical passages, 
require widely different tonal treatment. 
One would scarcely expect to hear a 
piece of sacred music played with the 
"wah wall" trumpet effect which is 
featured in jazz bands, nor would he 
relish hearing his favorite popular tune 
rendered with the somber dignity of 
an anthem. .Music, being an abstract ex- 
pression of human experience, must be 
capable of registering that experience 
in a form appropriate to our under- 



The third reason is one of tonal bal- 
ance. It is often desirable to have a 
given stop available in several degrees 
of loudness. Since there is no practical 
method for making the volume of sound 
from a pipe instantaneously variable, 
the only solution lies in providing sev- 
eral similar stops, graded as to intensi- 
ty- 

The fourth reason has to do with 
the "ensemble effect" or "grande ce- 
leste", as it is sometimes called. The 
pipes of an organ, like the instruments 
of an orchestra, are never perfectly in 
tune, although the deviations in tuning 
may be too slight to be directly appar- 
ent to the ear. However, when many 
notes, each differing slightly in pitch, 
are played in unison, a particularly 
pleasing effect is produced. 

This pleasing quality of the grande 
celeste seems, in part, due to the com- 
plex beats which arise between the 
various notes and their partials. There 
is also the fact that the ear dislikes a 
tone whose pitch is too sharply defined,- 
as much as the eye dislikes a line whose 
edges are too sharply drawn. 

While the grande celeste is undesir- 
able in certain types of musical pas- 
sages, it is absolutely necessary to the 



building of musical climaxes, and it can 
only be obtained through the use of 
many ranks of pipes, played in unison. 

Organs designed in strictest tradition 
have their stops divided into carefully 
chosen groups, each group being as- 
signed solely to a given manual (or the 
pedals). The stops assigned to one man- 
ual are not available on another, except 
through the use of couplers. When a 
single rank of pipes is so connected that 
it is available as an individual stop on 
two or more manuals (or manual and 
pedal), it is said to be "duplexed". 
When a single rank of pipes is provid- 
ed with individual octave couplers, so 
that it may be used independently as a 
16'. 8' and 4' stop on one manual, it is 
said to be "unified". It is, of course, pos- 
sible that a stop be duplexed and unified 
at the same time. 

Unification and duplexing can extend 
the resources of an organ enormously, 
especially a small organ. There are two 
serious disadvantages, however, to their 
unrestrained use. The first of these 
comes in attempting to play the same 
note on two different manuals simultan- 
eously. Obviously, if the same pipe is 
being used for both, the note will sound 
[Continued on page 43 j 



George Wright and Miss Gaumer of the Hammond 
Organ Co. with Solovox attachment for organ. 
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Multi-Purpose Audio Amplifier 

MAURICE P. JOHNSON* 

This high-quality audio amplifier combines high gain, unusually high fidelity, and an ex- 
pander-compressor circuit. It can be easily built from readily obtainable components. 



INNUMERABLE AITlIO AMPLIFIERS have 
been built to serve as '"general pur- 
pose" systems, and have performed 
with varying degrees of excellence. 

One common complaint against this 
type of unit, however, is that the very 
simplicity of the typical circuit limits 
its scope of application. On the other 
hand, some systems have been designed 
for special purposes, often with the re- 
Milt that the complexity of circuits re- 
sults in a bulky, heavy unit, and again 
of restricted versatility. 

The amplifier to be described incor- 
porates more tubes and circuit features 
than are usually found in the general 
run of amplifiers in its power output 
class. It has been designed to serve 
equally satisfactorily as a recording and 
playback amplifier for a small studio, as 
a high-quality audio system for a-m and 
t'-m tuners, and as a speech amplifier 
for a "ham" transmitter. The features 
included allow the unit to perform all 
the usual audio work of the home, ham- 
shack, or small studio. At the same 
time, it is compact enough to be port- 
able without being unwieldlv. 

The circuit and construction shown are 
the result of careful study and trials 
of already available amplifiers. Several 
trial constructions and tests of possi- 
ble circuit features and combinations 
were made, and the resulting final de- 
sign incorporates the features which 
were considered necessary and equally 
useful in all the intended applications. 
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The unit has been tested for each of 
the above uses, and has been found en- 
tirely satisfactory in all cases. When 
used with a good speaker system, the 
quality leaves nothing to he desired. 
With an f-ni. or a good a-m tuner, the 
fidelity of reception is extraordinary. 

Design Considerations 

In the selection of the output tubes, 
the requirements for each intended 
use were carefully considered. 

For amateur applications, there are 
class B modulator tubes available to 
provide almost any modulation power 
needed, and those tubes generally used 
by hams can be driven by ten watts or 
less of audio. If the speech amplifier is 
designed to drive such tubes, it need 
not be altered as the transmitter grows 
in size and power, which results in a 
considerable saving in both time and 
expense as time goes along. 

The best class 1! drivers would be 
constant-voltage tubes, and the nearest 
to constant voltage of the types avail- 
able is the 6B4G series. With 350 volts 
on the plates, a pair of 6B4Gs in push- 
pull with self bias will give ten watts of 
audio power output with less than 5% 
total harmonic distortion. This will be 
sufficient for most modulators used by 
amateurs. 

Recording heads and speakers present 
a variable impedance load, and for such 
use the 61!4Gs again give best results. 
Commonly used cutting heads require 
approximately one watt for average disc 
modulation, but several serious recordists 



have pointed out that a reserve power 
of ten times the average is necessary if 
instantaneous peaks are to be handled 
without distortion. This requirement is 
met readily by the ten-watt output. 

High power is not generally needed 
for normal playback uses, but the dyna- 
mic range of this amplifier is increased 
by an expander circuit, described be- 
low. The extra power available allows 
high-level peaks without excess distor- 
tion. 

Other requirements leading to the se- 
lection of a push-pull triode output were 
the desire for low hum levels, low dis- 
tortion, and good frequency response 
without using degenerative circuits. 

Since ten watts of audio meets all 
the demands to be made of this ampli- 
fier, operation of the 6B4Gs in push- 
pull with self-bias is entirely practical. 
This simplifies power-supply circuits, 
and also allows the use of a phase- 
inverter input instead of an input trans- 
former. Resistance-capacitance coupling 
throughout the amplifier aids consider- 
ably in keeping the hum level low by 
avoiding inductive hum pickup, as well 
as inexpensively allowing good frequen- 
cy-response characteristics. 

A dual triode is desirable for phase- 
inverter use. A 6X7 will provide the 
high signal voltage necessary to pro- 
duce full power output with the 6B4Gs. 
A self-balancing inverter circuit is used 
which automatically adjusts itself to 
slight differences in tube characteristics, 
and this particular circuit has proved 
the most satisfactory of several tested. 
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Tone Control 

In some applications, a llat frequency 
response is desired, but for maximum 
versatility some control over the re- 
sponse is necessary. In recording, a 
rising treble response is highly desir- 
able. In a speech amplifier, however, 
suppression of the highs and lows al 
lows maximum power at the speech 
frequencies, and an opposite response 
curve is needed. For these reasons, a 
popular type of dual tone control was 
selected for this unit, which makes use 
of a degenerative cathode circuit built 
around a 6C5 tube. Dual control*, per- 
mit independent control of each end of 
the audio range. Either boost or at- 
tenuation of highs or lows is available 
with the two control potentiometers, so 
that practically any response curve can 
be obtained. The circut is so arranged 
that unity stage gain is obtained at 
mid-frequencies, regardless of the set- 
tings of the controls. More complete de- 
tails on this tone control circuit can be 
obtained from the manufacturer of t he 
special choke required for bass control 

It is accepted practice to limit the 
dynamic range of the material being re- 
corded to prevent overcutting the disc 
at high volume levels, while keeping 
low volume levels at a suitable value 



above amplifier and disc surface noise. 
This calls for volume compression to be 
included in the amplifier. During play- 
back, the volume range of the recording 
must be artificially increased to restore 
the reproduction to irs original range 
and brilliance. This action is obtained 
from an expander. 

In phone work on the ham bands, a 
high average modulation is needed for 
best operation. However, if the audio 
level is high, with the conventional 
speech amplifier, there is always the 
danger of overniodulation on voice 
peaks resulting in splatter. The com- 
pressor circuit is ideally suited for this 
application, since it will allow a high 
average modulation, while suppressing 
the peaks to prevent overniodulation. 
The compressor performs this helpful 
service by suppression rather than clip- 
ping of the audio peaks, and therefore 
gives less distortion. 

(Editor's N'ote : The standard Thor- 

darson lone control circuit employed here 
uses constants which cause the high- 
frequency boost curve to depart from jlat 
at about 600 cps. Some users prefer to 
have the departure occur somewhat higher 
up in the frequency band, so that the re- 
sponse up to 2O00 cps is not affected by 
the boost control. To obtain this effect, Ca 
should be reduced in capacitance, twth a 
suggested lvalue being 0.005 m/-) 



Because of these advantages, it was 
decided that an expander-compressor 
circuit should be included in the design, 
and it is well worth the three tubes 
needed for its incorporation. 

Expreltor Circuit 

The functions of expansion and com- 
pression are both available in the "ex- 
pressor" circuit used, based upon a 
circuit originally appearing in Elec- 
tronics*. A 6SK7 tube is selected as the 
control tube because of its variable mu 
remote cut-olT feature. The plate, 
screen, and suppressor are tied together 
to permit operation as a triode. The 
normal bias on the tube is obtained 
from the voltage divider formed by 
R-13 and li-16 in series. 

Part of the input signal for the 6SK7 
is fed to the 6SJ7. which works as a 
conventional pentode voltage amplifier. 
The amplified signal output of this tube 
is fed to the plate of one section and 
the cathode of the other section of a 
6H6 duo-diode rectifier. The remaining 
plate and cathode are connected to the 
ends of a center tapped potentiometer, 
the center tap l>eing grounded. The out- 
put of the 6116 is a d-c voltage which 

Volume Exi>ai...on with a Triode," by 
C. G. McProud. Electronics, August 1940. 



Schematic diagram of the multi-purpose audio amplifier. 



LINE SW. 




10K-5W 10K-S* 
R37 R38 
ALL RESISTORS' *,* EXCEPT WHERE NOTED 
R22, R23 - TMORDARSON DUAL TONE 
CONTROL POTENTIOMETER 
R40, R4I - SEE TEXT 
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is applied to the signal grid of the 
6SK7 tube, along with the regular sig- 
nal input. This d-e voltage acts as the 
bias which causes expansion or com- 
pression, depending upon the voltage 
polarity. The KC values of this bias cir- 
cuit ar"- such that the bias follows the 
general audio level, rather than th<_ 
audio itself. Since the time constants of 
the circuit are rather critical, for 
proper operation it is recommended that 
the values given for the parts be adhered 
to closely. Some control over the time 
delay may be had by varying the size 
of C-10, but the value listed was found 
to give a good average delay for ordi- 
nary use. 

Potentiometer li-36 allows control of 
the value of bias voltage. Maximum ex- 
pansion is had at one end of the con- 
tiol. and maximum compression at the 
other extreme. Setting the control to 
the mid position grounds out the con- 
trol-bias voltage, and thus removes the 
expressor action altogether. The 6SK7 
then operates as a regular low-mu tri- 
ode. Xaturallv. intermediate settings of 
the control potentiometer will give in- 
termediate amounts of expression. 

(Editor's Xote : There arc two time 

constants invoh'ed in any expressor cir- 
cuit, and hoth should be considered. "At- 
tack'' time refers to the delay in operation 
of the circuit to increase or decrease the 
volume upon application of a sii/nal, while 
the ''release'' time is the delay in return to 
normal gain. In this circuit, the attack time 
is the product of R, t and Cm, and the 
release time equals the product of C« and 
half of Rse plus the attack time. Listening 
tests have indicated a recommended value 
of the order of T5 milliseconds for attack 
time and this delay would be obtained if 
Ru were 0.5 meg and C» were 0.15 nj. The 
release time should he loiu/cr. usually be- 
tween 200 an-t 300 milliseconds. With the 
stifiifcsted values for R» and C'«. this would 
necessitate the use of 0.35-nf capacitors for 
Cjt and C*s with the center-tapped l-inetj- 
ohm potentiometer Rse.) 



The input circuit will depend upon 
the manner in which the amplifier is to 
be used. The amplifier shown in the 
photographs was intended for use with 
a remotely located multi-input preampli- 
fier, which would be used whenever mi- 
crophone pickups were necessary. 
Therefore, it was decided that two me- 
dium level input channels would be suf- 
ficient. One channel could be fed by the 
remote preamp. and the other channel 
serves for the turntable or tuner loca- 
tions, through the use of a simple 
switching panel. The two amplifier in- 
puts are of the high impedance type. 

A dual triode is used as an electronic 
mixer, by feeding the grids individually 
while the plates are tied in parallel. 
Several types of tubes and variations of 
the mixing circuit were tried before the 
one shown was selected. A lock-in tube 
was chosen since it had the lowest noise 
level of types tested for this application. 

In many cases, it is recommended that 
isolation resistors be added in the plate 
coupling arrangement, when dual tri- 
odes arc used for this form of electronic 
mixer. However, the parallel connection 
of the plates to a single load resistor 
simplified the problem of shielding the 
leads and reduced the hum pickup at this 
sensitive point to a marked degree. A 
careful check of the mixing action 
proves that there is no interaction of 
the controls, and no noticeable distortion 
occurs in the stage. This is by far the 
most satisfactory of the many mixer 
elements commonly encountered. 

Each mixer grid is fitted with a vol- 
ume control potentiometer for control- 
ling the input signal amplitude. A mas- 
ter gain control is added between the 
expressor and tone controls. 

Although not used in the original 
construction, a 6SJ7 preamplifier stage 
is shown in the schematic. This was 
added for those persons who may wish 



Top view of the multi-purpose audio amplifier. 






to duplicate the amplifier and desire at 
least one microphone input without the 
necessity of using a separate preampli- 
fier. It is recommended that not more 
than one microphone channel be added 
to the main amplifier chassis, because or 
the difficulty of adequately shielding and 
decoupling the high-gain stage when lo- 
cated with the power supply. If more 
than one mike channel is needed, a pre- 
amplifier is the best solution. It is then 
suggested that the layout shown in the 
photos be followed for the amplifier, and 
two medium level inputs be made by- 
feeding the 7F7 grids directly, with the 
associated gain controls, in a manner 
similar to the one medium-level input 
to the 7F7 shown in the schematic. 

Monitoring Recordings 

Another feature which has proved to 
be very useful is the output meter shown 
connected across the output transformer 
secondary. Special db or vu meters are 
available for use in keeping an accurate 
check on the output levels. 

W hat was desired in this case, how- 
ever, was not so much an extremely ac- 
curate indication of the exact output, 
but rather a simple indicator of reason- 
ably good frequency characteristics for 
monitoring the recording level. A simple 
vacuum-tube voltmeter was constructed 
with an 0-1 ma meter .as the indicator. 
The circuit is conventional. C-26 is 
added to enable the movement to re- 
spond to peaks which might otherwise 
not show up on the meter. A 7F7 sec- 
tion was used for the triode meter tube 
in the pictured unit, but a 6C5 would 
be more suitable because of its metal 
shield. R-f9 is a wire wound potentiom- 
eter for adjustment of the bias. This 
allows the meter to be adjusted to func- 
tion as a regular output indicator, by 
setting the bias so that the meter reads 
zero or nearly zero plate current with 
no signal. Any signal voltage will then 
cause the meter to read up scale, due to 
the rectifying action of the tube. It is 
also possible to increase the bias beyond 
the cutoff value, so that the meter will 
respond only to peaks. One note of cau- 
tion : W ith no bias, the tube will draw- 
more than the one milliampere maxi- 
mum rated for the meter movement, 
therefore it is important to adjust the 
bias from a full-negative value toward 
a less-negative voltage. Cutoff will be 
readily determined, since the meter will 
begin to read a steady value of plate 
current if the bias is reduced below the 
cutoff value, with no applied signal. 

There are many ways of coupling this 
output meter to the amplifier. Care must 
be taken to avoid shorting out the input 
to the meter. The coupling method 
shown has been satisfactory. The values 
of R-40 and R-41 must be selected In- 
trial. They should be chosen so that the 
meter will read about half scale with 
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normally used audio levels. It may be 
(lesiral)le to make a variable voltage 
divider if the amplifier is used repeat- 
edly at varying levels. In tlie unit 
shown. R-40 was made one megohm 
and R-41 was made S megs to give 
good meter indications at normal speak- 
er levels of approximately 5 watts. 

The power supply is conventional. 
The components are oversize to give 
trouble-free operation and avoid ex- 
cessive heating. Filter capacitors are 
large, and choke input is used. Separate 
windings are used for the output-tube 
filaments so that self bias can be used. 

Considering the circuit as a whole, it 
will be noticed that every attention has 
been paid to securing freedom from hum 
without sacrificing good fidelity. Exten- 
sive decoupling is used in the plate 
voltage leads. By-pass and filter capaci- 
tors arc large. Triodes are used wher- 
ever possible, with low values of plate 
loads. Coupling capacitors are large 
enough to give good response at the low 
frequencies. All resistors, and particu- 
larly those in the high-gain input stage 
should be of highest quality to reduce 
circuit noises as much as possible. The 
layout has been made with the idea of 
keeping the amplifier compact and with- 
out crowding of components. Care in 
construction and wiring has been amply 
rewarded in noise-free and trouble-free 
operation. 

Construction 

For those interested in duplicating 
this amplifier unit, the following infor- 
mation may be helpful. 

The unit shown in the illustrations 
was constructed on a 10 x 14 x 3 inch 
chassis, and mounted in a desk style 
cabinet with a 9 x 15 inch front panel. 

The controls, from left to right along 
the bottom of the panel are : bass con- 
trol, treble control, master gain control, 
first input gain control, and second in- 
put gain control. Above the bass control 
on the left of the panel, is the output- 
meter bias adjustment. Beside this is the 
toggle switch in series with the meter 
lead. In the center of the panel is 
mounted the milliammeter. This is fol- 
lowed by the line switch, while the 
expressor control is mounted to the ex- 
treme right. 

Looking at the top of the chassis, the 
power supply is arranged along the rear 
edge, the input choke and filter con- 
denser mounted above the chassis. The 
output transformer is at the left rear. 
I he row of tubes in the center, from 
left to right, consists of: push-pull 
6l!4Gs. 6X7. oSK7. 6SI7, and 6H6. 
Directly behind the panel, from left to 
right, arc the tone control choke, fol- 
lowed by the 6C5 tone-control tube, and 
at the right of the meter, the output- 
meter tube and the 71*7 input mixer. If 
the 6SJ7 input stage is to be used, it 



should be located at the right, where 
the 7F7 is now shown, the 7F7 moved 
to the left where the meter tube is now 
located, and the meter tube mounted di- 
rectly behind the meter movement. 
These locations have been selected in 
the interests of low hum and minimum 
interaction between stages. The compo- 
nents directly behind the panel should 
be set back sufficiently to avoid inter- 
fering with the controls and meter 
which are mounted on the panel. 

The under-chassis view shows that 
the wiring is made as direct and point- 
to-point as possible. A row of tie-down 
lugs is run between the two lines of 
tube sockets, to mount resistor and 
condenser leads. The power supply wir- 
ing is cabled. The high-gain input leads 
are all made with shielded wire, which 
is bonded to the chassis every few inch- 
es. All ground points are tied together 
with bus-bar. even though the chassis 
is itself at ground potential. Care in 
wiring throughout will give an ampli- 
fier with inaudible hum even at high 
output levels. 

Operation Notes 

Some comments on the proper adjust- 
ments tor best operation of this unit 
are in order. 

With all controls full open, the gain 
in the amplifier becomes excessive. In 
tact, when an ordinary commercial shel- 
lac pressing is played with a high- 
quality pickup of the high-impedance 
type which gives approximately one 
volt output, the 6B4(ls will be over- 
driven if the controls are fully opened. 
The reason for incorporating this extra 
gain, however, will be apparent when 
the proper adjustment of the circuit is 
explained. 



I'or correct action of the expressor, 
the signal applied to the 6SK7 grid is 
rather critical. With insufficient signal, 
the control bias developed will be low, 
and it will be impossible to obtain com- 
plete expansion or compression. On the 
other hand, if too great a signal voltage 
is applied to the grid, the expression 
bias will cause over-compression and 
over-expansion. Correct voltage will 
give smooth expansion with no ten- 
dency to distort, and will hold the out- 
put signal at a constant level when 
compressing, with no tendency to 
squelch or cut-off the 6SK7. 

The input gain controls are used to 
set the signal to the proper level for 
proper expressor action, and usually 
this will call for about 0.25 to 0.5 volt 
signal on the input-mixer grid. Once 
the input gain controls are set to this 
level, there will be no need for read- 
justing them until a different pickup de- 
vice is used. The master gain control, 
which is located after the expressor 
stage, is used as the conventional gain 
control, to set the output volume level to 
that desired for any particular appli- 
cation. Under these conditions of opera- 
tion, a check of the waveform at each 
stage was made and no distortion was 
apparent on the c-r tube, even with the 
master gain control fully on. 

Control over expansion or compres- 
sion is had by varying the bias by means 
of potentiometer R-36. Do not use the 
input gain controls as a means of vary- 
ing the expressor action, once the con- 
trols have been set to the proper posi- 
tions. 

Adjustment of the meter bias control 
was covered above. The remaining con- 
trols are conventional in action, and no 

[Continued on pane 39] 
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T^v^amplifiers for 




In a matter of seconds an amplifier or power supply 
can he connected or disconnected. Guide strips on 
the new RCA shelf (Type BR- 2 A) and guide pins on 
plug at hack of amplifier assure smooth, rapid in- 
stallation. Levers a! front hook into slot in shelf and 
pull amplifier into place. Sockets on hrackei at rear 
of shelf perm it self alignment of receptacle with ampli- 
fier plug. (Shown is the HX-IA Power Supply Unit.) 




Two-stage Preamplifier (Type HA-lA)— ideal for use 
as a microphone preamplifier, turntable preamplifier, 
booster amplifier, or low-level isolation amplifier. High 
gain: 40 db. High output: +10 db. Low noise level: -HQ 
db. Low distortion: 0.5% rms, 50 to 7500 cycles. Isolation 
factor: approx. 90 db; over 100 db with special Volume 
Control Kit. "Frequency response: +1 db, 30 to 15,000 
cycles. Small size: six units will fit on a 36-B or new 
HR-2A shelf! 



Booster Amplifier (Type HA-2A) — A two-stage unit 
having applicat ons similar to those for the HA- 1 A; also 
valuable where a high-gain amplifier between announce 
microphone and limiting amplifier is required. High 
gain: 50 db. Low noise level: -68 db. Lme distortion: 
0.75% rms, 40 to 15,000 cycles. Frequency response: 
±1.5 db, 30 to I 5,000 cycles. Cow pact: two units can be 
mounted on one 36-B or HR-2A shelf. Features plug-in 
capacitors and built-in power supply. 
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new convenience and speed 




for plug-in amplifier service. 



These versatile, multi-purpose units by RCA 

will simplify many of your studio setups 

AS easy to install or remove as an electronic tube! Pull a 
l\ lever near the front of the amplifier and the plug on the 
rear of the unit is smoothly withdrawn from its socket- 
automatically disconnected from the supply voltage. No 
longer is it necessary to crawl around to the back of hard- 
to-get-at racks and unsolder or unscrew countless connec- 
tions. System changes can be made quickly; minutes can be 
slashed from inspection, servicing, and testing time. 

This new RCA line now includes the four amplifiers and 
one power-supply unit shown. Others will be added in the 
near future. New, carefully selected characteristics make 
these units ideal for a large number of studio jobs. 

All units use the same Standard plug. To assure maximum 
convenience, a new shelf (Type BR-2A) has been designed. 
With a few easy changes, however, the conventional RCA 
Type 36-B panel and shelf can be used, if desired. The nec- 
essary accessories are available for this purpose. 

Here, we believe, is a real opportunity to modernize your 
amplifier system— a quick, convenient way to get better per- 
formance at low cost. New descriptive leaflets are yours for 
the asking. Write: Dept. 1 15-H, Audio Equipment Section, 
Radio Corporation of America. Camden, New Jersey. 




BROADCAST EQUIPMENT 

RAD tO CORPORATION of AMERICA 

ENGINEERING PRODUCTS DEPARTMENT. CAMDEN, M.J. 

In Canada: RCA VICTOR Company Limited, Montreal 




Program Amplifier (Type BA-3A)— one of the most 
versatile on the market. Ideal as a program, line, or 
booster amplifier; a high-level isolation amplifier; a cue- 
ing or monitoring amplifier, or a driver amplifier (for 
high-power recording amplifiers, etc.). High gain: 65 db 
for matching input, 27 db for bridging input. Lou- noise 
level (with maximum gain): -52 db. Low distortion: less 
than 0.5 to \% rms, depending on output level. Fre- 
quency response: +1 db, 30 to 15,000 cycles. 



Monitoring Amplifier (Type BA-4A) — Designed for op- 
eration at microphone levels. High output of 12 watts 
is sufficient to drive several speakers or, in some appli- 
cations, a recording head. Other uses include applica- 
tion as line amplifier for portable and mobile trans- 
mitters. High gain: 105 db. Low noise level: -20 db (with 
maximum gain); -40 db (with minimum gain). Low 
distortion: less than 3% at 12 watts. Frequency response: 
±2 db, 30 to 15,000 cycles. 
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Broadcast & Public Address Systems 



Describing an elaborate and successful sound installation. ARTHUR W. SCHNEIDER* 



Ix at the World's Hair there was 

dedicated the Court of Peace, and 
not far from it lay the New York 
Cily Building, one of the Fair's per- 
manent structures. 

Eight years have passed, and amongst 
the many changes that have taken placj 
since Hitler's attempt to turn the dedi- 
cation of the Court of Peace into a 
mock ceremony has been the conversion 
of this New York City Building into a 
temporary, home of man's latest concept 
of the Court of Peace, namely, the 
United Nations General Assembly. 

In V>i9 the engineers of Commercial 
Radio-Sound designed the broadcast fa- 
cilities and the public address systems 
for the World's Fair, and these same 
engineers found themselves very much 
at home during the installation and de- 
sign of the systems now in use in the 
L'nited Xations General Assembly. 

There are two systems in use at the 
General Assembly's headquarters, one 
for the large General Assembly Audi- 
torium and the other for the Conference 
Room. Each of these systems is totally 
independent of the other except for tie- 
lines between them permitting feeds in 
either direction. The purpose of both 
systems is as follows: 

a ) To make audible to the members 
erf the L'nited Xations. their guests, vis- 
itors, press and all others present all 
words spoken by each speaker; to per- 
mit the maximum freedom of movement 
on the part of the speaker and a mini- 
mum amount of concentration on the 
part of the auditor. 

b I To faithfully transmit all sounds 
picked up to the following services. 

1. Broadcast stations and networks 

2. Recording for official records 
.1. Motion picture film recorders 
4. Television 

c) To accomplish the functions out- 
lined above with the minimum number 
of controls, ease of operation, and de- 
pendability of circuits. 

*C,cn. Mtir. and Chief Engineer, Commer- 
cial Radio-Sound Corp., N. Y. C. 



Fig. 1. (top). United Nations conference room. 

Fig. 3. (bottom). United Nations general as- 
sembly auditorium. 



Conference Room 

Figure 1 shows a photograph of 
the actual Conference Room setup which 
is unique in the application of pickup 
and reinforcement of the spoken word. 

it is necessary to pick up from any 
one of the delegates sitting around the 
outside of the large table or from any 
of the interpreters located within the 
oval, and permit good hearing with good 
intelligibility without feedback by all 
persons in the room. At the same time 
the intimate character and purpose of 
the room has to be preserved. 

The solution suggested by Commercial 
Radio-Sound engineers was adapted by 
the L'nited Xations' engineers for all 
their Conference Rooms, including those 
at Lake Success. 

As can be seen through the control 
toom window in Figure 1, the Confer- 
ence Room contains a large oval table 
on which are located thirty-one micro- 
phones and loudspeakers for the dele- 
gates. Within the table space are two 
more microphones and speakers for use 
by the interpreters. The block diagram 
for the (."(inference Room is shown in 
F'njurc 2. To facilitate handling this 
number of microphones, thirty of those 
about the table were wired through lever 
keys into six groups of live each. Each 
group of five is controlled by one at- 
tenuator. The two interpreter micro- 
phones within the oval, each through 
its lever key. are grouped into one 
attenuator and a single microphone for 
the chairman of the conference has an 
attenuator of its own. This grouping of 
the thirty-three microphones results in 
only eight controls, the desired micro- 
phone being switched in by throwing 
its lever key. Such an arrangement per- 
mits rapid and accurate switching. 

These microphone keys are used for 
a relay interlock operation with the 
loudspeakers adjacent to the associated 
microphone, automatically turning off 
the loudspeaker on each side when the 
microphone is turned on. Since all the 
loudspeakers on the table are operated 
at a low level, the turning off of the two 
on either side of the line microphone 
is sufficient to prevent feedback and 
the remaining loudspeakers permit all 
the delegates to hear the speaker per- 
fectly. 

By throwing these same microphone 
keys to the opposite side from their 



"on" position, the associated microphone 
is connected to a separate cue amplifier 
and speaker. This arrangement aids the 
operator in anticipating the next speak- 
er, and permits accurate switching. 

The output of the eight-position mixer 
feeds through two identical circuits of 
booster and line amplifiers and master 
gain controls. These prqyide a continu- 
ously protected amplifier chain that meet 
through a "Regular-Emergency'' key. 
In case of failure of the regular section, 
throwing this one key to "Emergency" 
restores operation. Spare amplifiers of 
all types employed in the system are 
available on jacks to permit patching if 
necessary. 

A high-pass speech filter is provided 
with a switch to cut in or out of the 
circuit at will. This filter cuts off sharp- 
ly at 300 cps and prevents the "boomy" 
speech characteristic of some persons. 
The output of the console is controlled 
at +8 vu. 

Other controls at the console are the 
monitor, cue, PA gain control, and a 
utility attenuator. The utility attenuator 
input and output are available at jacks 
on the rack and two utility transformers 
with inputs and outputs are also avail 
able. These utility components are use- 
ful for setting up special circuits that 
invariably become necessary from time 
to time. Another useful control mounted 
on the rack is the monitor input selector 
switch. This switch allows spot check- 
ing throughout the system in order that 
any failure may be quickly located. 

From the output of the console, the 
circuit feeds the PA and telephone line 
dividing amplifiers. The output of these 
amplifiers terminates in a low value of 
resistance, in this case 15 ohms. Each 
feed to a PA power amplifier or to a 
telephone line, as the case may be, 
bridges the proper 15-ohm resistor with 
600-ohm low impedance matching re- 
sistor. Since the source bridged is low 
impedance, the isolation between out 
going 600-ohm lines is of the order of 
30 db. This provides an economical 
means of supplying a number of isolated 
circuits from one amplifier. 

In this case, twenty-four 600-ohm 
telephone lines with the isolation men- 
tioned are fed with plus 18 dbm each, 
all from one 10-watt amplifier. All am- 
plifier equipment is located in three racks 
directly behind the operator. 
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Fig. 4. Block diagram of the general assembly auditorium sound system. 



Main Auditorium System 

W hile rhis system is the simpler of 
tlie two. it is however the more impor- 
tant from the standpoint of the numbers 
of people served. The main auditorium 
i: designed to seat approximately 1600 
delegates, visitors, press, etc. Seats are 
arranged on the main floor and balcony. 
The "-omposite photograph of the Gen- 
eral |\ssembly Auditorium is shown on 
Figure The actual control room is 
located in the second tier in a glass- 
encldsed booth on the right side of 
the Auditorium. The photograph shows 
two |of the multicellular speakers used 
for *ound reenforcement. 

Figure 4 is the block diagram of this 
audiljorium system. The similarity to the 
Conference Room is readily apparent. 
Twe ve microphone circuits are wired 



from receptacles located on the Podium, 
eight of which are controllable at one 
time with eight gain controls and "off" 
and ' on'' switches. Outputs of the con- 
trolled pre-ainplifier circuit are coupled 
into two BA2A booster amplifiers, and 
from the two master controls on through 
to the two BA3A program amplifiers 
to the regular and emergency output 
buses. Bridging the output bus after the 
regular emergency key are the amplifiers 
for the various services. It will be noted 
that this system feeds a total of 72 tele- 
phone lines arranged to provide 36 reg- 
ular and 36 emergency services. The 
input for the four 50-watt power ampli- 
fiers used to drive the loudspeakers is 
derived from a separate BA3A ampli- 
fier, the input of which is controlled by 
a separate gain control. This gain con 
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trol is located on the upper right side 
of the control console for quick accessi- 
bility in case of feedback. 

In the auditorium a total of three of 
the RCA 9486 9W ,' l M48/multi-cellu- 
lar loudspeakers are used for primary 
coverage of the auditorium and balcony. 
Inasmuch as the balcony overhang does 
not permit sound to be projected from 
these overhead loudspeakers to the rear 
and sides of the auditorium, it was nec- 
sary to use a large number of the RCA 
MI-12415 totally enclosed cone-type 
loudspeakers. These are arranged on the 
ceiling underneath the balcony and ob- 
servation booths slanting toward the 
audience. Inasmuch as some seventy low 
level loudspeakers are used, spaced ap- 
proximately every ten feet, we are for- 
[Conlituied on page 43] 
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Planning a Studio Installation 



J. D. COLVIN 



PART II — This is the second of a series covering broadcast studio installa- 
tions. The methods outlined are also suited to large public-address projects. 



A 9 \ st.\rt toward laving out the 
console, a list of all the items that 
are to be mounted either on the 
panel or in the cabinet should be pre- 
pared. The source of this list is the 
block diagram Checking off on the 
block diagram the items already planned 
to be mounted in the equipment rack 
leaves those that belong in the console 
(microphones, loudspeakers and over- 
the-door on-air lights excepted). All 
controls, switches, indicating lights and 
meters should be mounted on the panel 
while such things as transformers, re- 
sistors, non-variable or non-indicating 
items are to be mounted either behind 
the panel or somewhere inside the cab- 
inet. 

Making the actual panel layout is 
another job that starts with pencil and 
erasures on cross-section paper and ends 
up with "T" square and triangle. The 
object is to arrange the parts to be 
mounted on the panel in such a way 
a:, to provide the greatest convenience 
to the operator. An effort should be 
made to group together those controls 
that are functionally related. For ex- 
ample, a switch with a pilot light to 
indicate its operation should be grouped 
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together. A switch in a mike circuit 
should be located over the attenuator 
of that circuit, or if for other reasons 
the switch is located on the announcer •> 
control panel in the studio, a light 
should be located over the attenuator to 
indicate when the distant switch is op- 
erated and that the attenuator is hot. 
Until someone conceives of a better 
arrangement, the panel sketch begins 
by laying out the variable attenuators 
for microphones, turntables and nemo 
inputs across the bottom. The VI meter 
goes at the top center of the panel. 
What is left in the way of switches 
and lights are located functionally in 
the remaining space. 

Panel Layout 

Figure 1 shows the panel lavout that 
was finally arrived at for the studio 
being used as an example. The upper 
left-hand section contains the group of 
lights and push keys that control the 
master switching relays. This arrange- 
ment is uniform with other control 
panels of the same station. Indicating 
lights that show when either Mic 1 or 
Mic 2 are on are located immediately 
over their respective mic faders. The 
switch described as providing a rapid 
transfer between turntable 1 and 2 is 
located over and between the faders for 



these turntables. Headphones and mon- 
itor speaker selector switches and the 
monitor speaker volume control are 
within easy reach but far enough re- 
moved from the turntable attenuators 
so as not to be confusing. Least used 
are the utility and the regular-emer- 
gency amplifier keys and naturally take 
the spot of lesser operating convenience 
at the top of the panel. The key for 
turning on the "'on-the-air" sign is also 
at the top of the panel but more readily 
found by habit since it is on the ex- 
treme right side of the panel. 

Console panels should be as low as i:> 
possible to make them without undue 
crowding of parts or excessive sloping. 
Eight inches is a good height to strive 
for but very difficult to obtain with a 
Hat panel. Off-set panels as shown in 
Fig. 2 arc necessary to obtain the mini- 
mum of height but are costly to manu- 
facture and require a more expensive 
cabinet. When operated on a table 28 
inches in height, a console panel can be 
eleven inches high and not make it 
necessary for the operator to stretch to 
look into the studio. Most comfortable 
operation of the faders is had when 
mounted on a panel that slopes 10 to 
15 degrees off the vertical with their 
center line between and 3J4 inches 
above the table top. This slope of panel 



Fig. 1. Panel layout for the studio installation discussed in this article. 
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also puts the VI meter at an angle of 
best visibility to the operator. Thus, 
after having laid out the panel on cross- 
section paper until a satisfactory ar- 
rangement is obtained, the next step H 
to draw the panel layout accurately and 
to dimension all the mounting holes. 
Attention must be given to clearance 
between each part to make sure there- 
is sufficient room for wiring. 

Finish 

Finish specified for a panel should 
be one not having a high gloss to avoid 
troublesome light reflection. A very 
high resistance to wear is necessary be- 
cause of the invariable habit operators 
have of rubbing the tips of their fingers 
on the panel while riding gain. An 
electrolytic finish known as alumilite is 
probably one of the best from the wear 
standpoint. It can be had in black, nat- 
ural aluminum and some pastel shades. 
This finish can only be applied to an 
aluminum panel and for best results 
must be reflector sheet aluminum. Kun- 
of-the-mill aluminum sheets have a 
tendency to finish streaked. Alumilite 
finish can be engraved through without 
any danger of chipping as occurs with 
most lacquer finishes. 

Factors that determine cabinet design 
are such things as: the panel size and 
the depth to which equipment mounted 
on the panel extends toward the rear; 
other pieces of equipment that are to 
be mounted on the base of the console 
as terminal blocks, transformers, etc. : 
the point at which interconnecting 
cables between the console and other 
equipment enter the console; .sufficient 
space to clear apparatus mounted near 
the top of the panel when the panel is 
>wung outward on its hinge. Cabinets 
must also be designed for appearance 
as well as function. A well-appearing 
>tudio installation always creates a good 
impression on a client. 

For normal servicing of the equip- 
ment on the panel, particularly the 
faders, the panel should be arranged on 
a binge out from the top of the cabinet. 
For installation of the console it is 
desirable to have access to the terminal 
blocks through the rear of the cabinet, 
or better still have the entire cabinet 
top removable. The base of the cabinet 
with terminal blocks and panel attached 
remain fastened to the table. 

Preliminary preparation of the con- 
duit layout was listed as the next step 
in planning a studio layout on the basis 
of probability. In the author's experi- 
ence, by the time the equipment layouts 
have been completed and before running 
sheets and interconnecting diagrams can 
be started, actual construction work on 
the studio plant is under way. And, 
since the contractor will start to pour 
concrete for the control room floor the 




Fig 2. Typical console with off-set ppnel designed for most convenient operation 



day after tomorrow, the electrician has 
to have a conduit layout by yesterday! 
Since it has happened so frequently in 
the past it is probable that it will bap- 
pen again in the future and the only 
solution is to whip out a preliminary 
conduit layout. 

Conduit Layout 

To start the layout, a plan view draw- 
ing of the studio and control room is 
necessary. On this are drawn, in the 
proper locations and dimensions, plan 
views of the equipment rack and con- 
sole. With the block diagram as a 
source of requirements, appropriate in- 
dications are marked on the plan view 
drawing where each microphone and 
turntable receptacle box is to be located. 
Turntables require a-c power for their 
operation so it is necessary to indicate 
a-c outlets convenient to their location. 
Outlets for loudspeaker and over-the- 
door on-air light signs must be ac- 
counted for and indicated. When all 
Mich equipment terminations are ac- 
counted for that are shown on the block 
diagram one is quite safe to assume 
that nothing has been overlooked. 

Conduits, metal duct or troughs in 
the floor must now be decided upon as 
a means of carrying the inter-connect- 
ing wiring between all terminal points 
that are indicated on the plan view. 
1 he use of conduits and troughs in the 
floor should be considered only on new 
installations when they can be located 
as required, Metal ducts running along 
base boards are useful in those cases 
where additions to existing equipment 
are being made and it is either impos- 
sible or impractical to make conduit 
runs in the floor. Troughs are most 
useful where there are a great many 
wires running between two points as 
is usually the case between a rack and 
console. Its use makes easy the running 



of the many pairs and the segregation 
of these into cables of safe level differ- 
ence. Troughs also provide a convenient 
terminating point for individual conduit 
runs which might otherwise have to be 
much longer and make extra bends if 
run direct to their final termination 
point. The rack end of a trough can 
run directly underneath the rack there- 
by providing an easy means of running 
the cables up to the terminal blocks. 
At the console end the trough usually 
ends underneath a wall type cabinet 
mounted at floor level. The box pro- 
vides a means of anchoring flexible con- 
duit running up to the console and to 
bring cable from the trough to the con- 
sole terminal blocks. The main use of 
conduits is for runs of but one or a 
few pairs of wires to isolated points 
such as mike receptacle, speaker outlets, 
the main program line to master control 
etc. Conduits are best suited where runs 
must be made through walls or from 
one floor to another. 

Circuit Levels 

A very definite rule must be observed 
as to the separation of cables into cir- 
cuit level groups when run in conduits 
and troughs. Wire pairs having a level 
difference of more than 30 db should 
not to be run in the same circuit or ca- 
bled together in a trough. Failure to ob- 
serve this precaution is likely to cause 
cross-talk between circuits of greater 
differences. A level group classification 
found useful in broadcast installations 
are Low, Medium, Zero, Control and 
Power, Low is for circuits from — 61) 
to — 30 XV, medium, from — 30 to 0 
VU. Zero from 0 to +30 VU and High 
covers any value above +30 XV. Con- 
trol is composed of battery, relay and 
light circuits. Power, as its name hu- 

[Continucd on page 411 
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Self-Monitoring Recorder Head 



S. YOUNG WHITE 



Describing a simple method of avoiding overload in recording. 



IX II U;H-QCAI.IT¥ LATERAL RECOKIJ- 
txt;, the monitor is a very impor- 
tant person. He must bridge the 
gap between the 90 db variation in 
input levels and the 30 db or so the 
record can handle. As direct recording 
becomes more popular, we must often 
perform this function automatically. In 
dictating machines, the user learns to 
monitor himself alter a while. In coin- 
operated recording devices open to the 
general public, this problem is very 
severe: a great many are making 
records for the first time, and are so 
scared that they just about whisper into 
the microphone. The others are prob- 
ably just as scared, but they shout into 
the mike. 

Telephone Recording 

Telephone recording is another art 
where we have no control over the rel- 
ative signal strengths of the two voices. 
Now that we can tap into the line we 
can anti-side tone some of the local 
energy. lint someone may call from 
across the street with a voice of great 
recording energy level, or he may be 
at a distance of 30 miles or so. just in- 
side of repeater range, and may have a 
low energy voice. 

Audio a. v. c. is a partial answer 
except that there must be some time 
constant in the system. Whatever the 
time constant chosen, it is bound to be 
wrong tor many conditions, and the re- 
sultant effects are difficult to explain to 
the customer. 

There is a very interesting effect 
noted when first recording from the 
telephone. The "quality" of telephone 
speech is so bad from a fidelity point of 
view that one may assume any poor 
recording system will handle it. This 
definitely is not so — it requires a pretty 
good recorder to take it without making 
the speech quality so much worse that il 
is unusable. 

The high-frequency end requires no 
special care in design, except to avoid 
sharp resonant peaks in the system 
below about 5 kc ; otherwise transients 
in the line will shock-excite the system. 

As we go down in frequency the 
excursions of the recording stylus be- 
come greater, of course, and the final 
low-frequency point, say 200 cycles or 
so. is represented in Fig. I. 



The horizontal scale represents signal 
level into the system, and the vertical 
is the resultant excursion of the record- 
ing stylus. Dotted line 1 is the noise 
level of the recording system itself. 
Shaded area 2-3 is the line noise, which 
is not under our control, and varies 
between very wide limits indeed. Line 4 
represents the maximum safe excursion 
of the stylus, as beyond this limit we 
may run into cross-overs, 

C urve 5 is a wide excursion systeni. 
It we could afford to record at ten 
grooves to the inch we would have no 
problem, but economics dictate that we 
must run from 100 to perhaps 500 
grooves to the inch. 



cording of the same level, properly 
hand-monitored. This of course is a 
matter of opinion, and the writer is 
naturally prejudiced in its favor. So- 
called "impartial witnesses" agree: but 
perhaps they may be simply too polite 
to disagree. 

Much experimental effort was made 
before we decided to build such a head. 
We were never able to modify the 
amplifier itself and obtain electrically 
such a smooth distortion characteristic 
as resulted by redesigning the head to 
do the trick mechanically. 

It is very difficult to apply the system 
to a crystal head, because if we attempt 
to restrict the excursion of a Rochelle 





Curve 6 is curve 5 modified by plac- 
ing fixed limiting stops at the danger- 
ous limits of excursion. Do not try this, 
as it gives the most horrible distortion 
known to man. a sharply chopped flat- 
top wave. 

Cun-c 7 is the final compromise. It 
is sensitive and linear for the first half 
of the maximum excursion. This recordi 
the weak signal above the noise level 
with maximum fidelity. At very close 
to the half-excursion point it changes 
to a smooth curve that approaches the 
limit in an asymptotic manner — always 
getting closer but never quite reaching 
the limit. 

The distortion introduced by this 
type curve is surprisingly easy to take. 
On high-level telephonic speech it is 
about the equal of a high-fidelity re- 



2. Sketch of lurrcr-typc 

crystal very much we set up stresses 
that may ruin the crystal. Best results 
were obtained by using a rather wide 
gap magnetic head, with resilient damp- 
ing material in such thin section that 
the mechanical resistance built up rap- 
idly with deflection, giving a composite 
curve of the type desired. The whole 
head had to be designed from the 
ground up. in fact. 

Turret Head 

Such a restrained head is a pretty 
heavy load on the record when used for 
reproducing, so another (usually a crys- 
tal ) head was used for the pickup. In- 
stead of having two arms, however, a 
turret-type head was designed, as shown 
in Fig. 2- The recording and pickup 
[Continued on page 44] 
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In this department the author, who is a very well-known record critic, will review 
monthly record releases of outstanding technical, as well as musical, quality. 

EDWARD TATNALL CANBY 



Til K A I 'VEX T OF U1CHKK FIDELITY antl 
greatly increased tonal range in re- 
cording for commercial records has, 
strangely enough, brought up problems 
(•: mike pickup that are leading to a 
return toward simpler mike techniques, 
away from the highly complex and 
hitheri.. remarkably effective multi-mike 
ti chniques developed in the last twenty 
years. The problems, which are square- 
ly in the area where engineer and mu- 
sician- work most profitably together, 
arc clear cut enough. 

W illi the limited tonal range and high 
noise ratio of earlier recording and of 
AM broadcasting there could be no 
qne.-ti.ni of exact reproduction of music, 
k'ather. the problem was how best to 
-miniate the real thing. The attempt to 
imihv greater proportions of overtone 
cloration into both vocal and instru- 
mental reproduction led to the now 
prevalent and necessary type of pickup 
where a solo musical instrument or 
wicc i.- placed only a few feet from a 
*olo mike — whereas no concert audi- 
ence was ever intended to hear the live 
iim.-ii-al sound from closer than. say. 
thirty or forty feet. The actual live 
"■mud of most musical instruments and 
i i the singing voice is startlingly ugly 
u c|..-c range. Hut the close-to-mike 
;.icktrp does tend to force enough of 
<iie higher overtones through the nar- 
row-range electronic system to give a 
i eax.nal.Iy life-like sound, and in fact 
\v far the most satisfactory sound that 
can be had with the standard 4000-7000 
cycle upper limit. Indeed, developments 
in multi-mike technique, especially in 
popular music, have been sensational, 
considering bow little of the musical 



tone color does get tlir.nigh the ordi- 
nary system. Popular music could not 
exist without the elaborate selective mi- 
crophoning that balances, for instance, 
the powerful trumpet against the weak 
guitar. Large scale symphonic music 
has not always fared >,> well, for prc- 
clectronic composers undeniably in- 
tended their music — including the many 
concertos for solo instruments — to be 
heard at concert ball distance. The en- 
gineer faces a fine dilemma here, for 
true distant-mike pickup has been most 
difficult, thanks to the lack of overtone 
coloration. Brilliant compromise results 
have been attained with the new accen- 
tuation technique, which combines fea- 
tures of closc-to ami distant pickup, and 
it is in fact remarkable what results can 
now be attained musically on a record 
that is played back witli a 4000-cvclc 
cut-off ! 

Those of us wb.i [ir f i began working 
in I*M before the war. however, dis- 
covered for ourselves in a dramatic man- 
ner what extraordinary things can hap- 
pen when the Hiatal techniques are 
applied to a true high-fidelity system, 
minus background tt.iise. A speaking 
voice at one-foot range .-cents to hiss in 
your face: an oboe or similar instrument 
at two or three feet or even a dozen, 
is strident and mechanical ; the plaver's 
breath and the mechanics .if finger work 
are horribly apparent. A flute player 
spits saliva between every note, per- 
fectly audibly. I .-ball never forget the 
performance of a omventional dramatic 
show in which the hen .'me had a good 
cry — into her clo-cly held microphone. 
The I'M effect of thi- pe rfectly standard 
AM technique was a.- Niagara, or the 
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air brakes on a dozen trains ! A high 
fidelity system is super-realistic in an 
embarrassing way; it gives you exactly. 
exactly the monaural sound that would 
be heard at the microphone's position. 
Close-to pickup, then, is impossibly high 
fidelity, ghastly "distortion'' (actually a 
lack of distortion) of the musical sound. 
Kngineers, now working with high fi- 
delity, are finding themselves, to their 
surprise, backing away, farther and 
farther. The whole beautiful edifice of 
closc-to mike technique is coming up for 
drastic overhauling, and the field is 
wide open. 

A perfect illustration of the extent 
of this change was afforded me in a 
recent recording ses-ion. when Keynote 
n corded an oboe concerto by the Eng- 
lishman. Yaughan - Williams. There 
were only fifteen string players, plus the 
soloist. The studio was large and live 
(Reeves). A single over-all mike was 
placed fifteen feet in the air, more than 
forty feet away from the small group 
of players, huddled in the middle of the 
studio. The oboe soloist, far from hav- 
ing his own solo mike, simply stood 
next to the conductor, not more than 
three feet in front of the orchestra. He 
was picked up directly by the same sin- 
gle mike, more than forty feel away. 
The recording, made on new I'airchild 
cutters and reportedly good to 12,000 
cycles in the pressing, is musically of 
the utmost naturalness as played back 
on wide range equipment. A circum- 
stance as remarkable as the mike tech- 
nique itself was the striking similarity 
in the sound of the music as heard in 
the studio and in the control room. 

[Continued on fagc 43] 
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MUSICAL ACOUSTICS 



BENJAMIN F. TILLSON 



PART III 



This is the third of a series of articles on music theory, 
written especially for sound engineers. 



The literature on sound and acoustics 
would lead one to believe that his hear- 
ing would experience the same nodal 
changes in sound intensity or amplitude 
as graphically represents the patterns of 
wave interferences. Each pattern repre- 
sents a different phase, frequency, and 
amplitude relationship of its component 
waves. 

In "Scientific Papers'' I, p. 409 Lord 
Kayleigh describes two unison organ 
pipes mounted side by side, with ends 
close together, on a common wind- 
chest : and that if blown for a short 
time they sound, but when blown longer 
but less than a second the sound dies 
away to a small fraction of that due 
to either alone. This may not properly 
exhibit the interference of sound waves 
in the open because the pressure pulsa- 
tions emitted from one pipe may be 
sucked into the adjacent pipe when out 
of phase. However, he observed that 
when the two pipes were out of tune 
they sound li common note which may 
be higher than that due to either alone. 

When a vibrating tuning-fork is ro- 
tated before an ear four positions will 
be found that make it inaudible, but the 
sound will again be heard if something 
is interposed between the ear and one 
prong of the fork. A half-pint cream- 
bottle will resonate a fork tuned to "A" 
equals 440: and the silent position oc- 
curs when the plane of the prongs 
makes an angle of forty-five degrees to 
the axis of the bottle. 

When both waves are of the same 
frequency, the amplitude "beats" be- 
tween them have a common frequency, 
so no change of pitch takes place and 
the resultant sound is either louder or 
less loud. At the most such amplitude 
is doubled and the intensity quadrupled, 
or increased only 6 decibels, which is 
inconsiderable. It is well to remember 
that the energy and intensity of a tone 
vary directly with the square of its fre- 
quency and also with the square of its 
amplitude. However, the null position is 
observable in the tuning-fork experi- 
ment. 

But if one makes a repeated striking 
of the same piano key, with the damper 
off, it seems impossible to obtain a null 
point or noticeable variation of sound 
intensity. Perhaps that is chance, or else 
the presence of overtones masks the 

"Consulting Engineer, Montclair, N. J. 
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interference results obtained with pure 
tones. 

When one strikes the arpeggio of a 
chord (the notes of a chord in se- 
quence), with dampers off, the resultant 
tone sounds the same as when the keys 
are struck simultaneously. This might 
lead one to believe that the ear analyzes 
complex sounds into their component 
frequencies, and that the brain synthe- 
sizes them again into a pattern depend- 
ent only on pitch and amplitude, but 
ignoring phase differences. 

However, when graphs are plotted of 
mixed frequencies the respective phases 
of the components give entirely differ- 
ent patterns. This is illustrated by Fig. 
6, where a fundamental and five of its 
overtones (with amplitudes varying in- 
versely as their frequencies) are plot- 
ted for respective conditions of all start- 
ing' in phase with maximum amplitudes, 
or all starting with zero amplitudes at 
the same instant. Different patterns are 
also shown for the chord of the Tonic 
and the Fifth. C and G, Since no dif- 
ference of sound results, such analysis 
by the ear seems indicated. 

How that analysis is accomplished is 
a matter for conjecture. Probably the 
canals and chambers of the external and 



internal ear, the bony amplifying mech- 
anism (the maleus, incus, and stapes), 
the rods of Corti on the basilar mem- 
brane, and the membraneous dia- 
phragms all have specific resonant fre- 
quencies, varying fidelities of response 
to impressed vibrations, and certain 
inertia and imperfect forces of restora- 
tion : and the nerve ends may also vary 
in sensitivity throughout the areas of 
the basilar membrane in the cochlea. 

At least it has been shown that the 
car does not give a linear response to 
the sound waves it receives. Just as the 
non-linear portion of the characteristic 
curve of a radio tube is used for the 
detection and transformation of the fre- 
quency of incoming signals, so the ear 
uses a combination of incoming sound 
frequencies to manufacture "subjective" 
tones whose frequencies are equal to 
either the sum or the difference of the 
incoming frequencies. The unequal re- 
sponse of the ear to different frequen- 
cies is shown in Fig. 7. 

Each curve in Fig. 7 shows the in- 
tensity of sound waves in decibels at 
various frequencies to impress the ear 
as having the same loudness level in- 
dicated for each curve at the pitch of 
1,000 cycles per second. It will be noted 
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FREQUENCY IN CYCLES PER SECOND 



that below 700 cycles or above 7,000 
cycles the intensity of the tones must 
be greater, and that it is particularly so 
with the bass notes to give a loudness 
of 60 db. The decibels of loudness levels 
are called Phons. 

The required increase of intensity of 
the frequencies above 7.0(K) cycles does 
not vary greatly with the various de- 
grees of loudness; but such increase 
does vary greatly in the frequencies be- 
low 700 cycles per second, and a higher 
fidelity is favored by great loudness. 
Therefore, any controlled reduction of 
amplified volume causes a greater loss 
in bass response and warrants a "boost- 
ed bass'' in phonograph records and 
radio amplifiers, hut it also makes auto- 
matic volume control likely to produce 
an unbalance between bass and treble 
tones. 

Within certain limits all of our sense 
organs conform to the Weber-Fechner 
Law in psycho-physics : that equal in- 
crements of sensation are associated 
with equal increments of the logarithm 
of the number which represents the 
comparative ratios of the stimuli (there- 
fore, the relationship between increase 
of stimulus and resulting increase of 
sensation). 

If one listens to music from a point 
100 feet away and approaches to 10 
feet, since the intensity of sound varies 
inversely as the square of the distance, 
it will be 100 times or 20 db greater. 
Also, all tones below 700 cycles fre- 
quency will sound disproportionately 
louder and a 100-cycle tone will have 
a loudness level a further 20 db above 
a higher-pitched tone. Thus the bass 
tones are lost as we get farther away 
or as the volume of a loudspeaker is 
reduced. 

Overloading 

When the ear is overloaded it acts 
as does an overloaded electron-tube am- 
plifier by departing from a straight-line 
magnification of impressed frequencies 
and acting as a modulator which origi- 
nates harmonic frequencies. This takes 
place when the intensity of the im- 
pressed tone exceeds 40 decibels above 
its threshold of hearing value ; and 
higher harmonics result from increased 
overloading. 

Another result of overloading is the 
impression in the brain of a shift in 
pitch, which is particularly noticeable 
for tones of 100 to 200 cycles per sec- 
ond. At 60 db, the tone seems two per 
cent lower in frequency, at 76 db three 
per cent lower, and at 93 db eleven per 
cent lower (as determined by S. S. Ste- 
vens at Harvard). Dr. Harvey Fletcher 
noted that a 222-cycle tone at 100 db 
sounded the same pitch as a 200-cycle 
tone at 40 db; and that a 421-cycle tone 
at 100 db was the octave above the 
222-cycle tone and sounded the same in 



pitch as a 400-cycle tone at 40 db. Since 
the intensities produced by orchestras 
may be as high as 100 db it is evident 
that the crescendos produce dissonances. 

Furthermore, if a pure tone receives 
a cyclical variation of its intensity its 
frequency is increased and decreased by 
the frequency of the intensity change: 
and the fundamental has only one-half 
intensity and each side-band one- 
quarter. A different modulation occurs 
where there is a cyclical variation of 
the frequency of a pure tone. This pro- 
duces the musician's vibrato, which is 
best when varying six to seven times 
per second. 

Visual Perception 

An equivalent illusion occurs with 
visual perception where the speed of a 
rotating body appears to increase as the 
illumination is decreased, and vice 
versa. This indicates that there is a 
timing function associated with the 
mechanism of transmission of nerve im- 
pulses to the brain. About twenty years 
ago the writer proposed an electrostatic 
bio-chemical hypothesis to explain the 
transmission of nerve impulses as due to 
the charging and discharging of elec- 
trical condensers in the nerve system. 

The time interval for charging would 
depend upon the intensity of the stimu- 
lus, and the frequency of charge-dis- 
charge cycle would also vary with such 
intensity. Therefore, an image would 
move a shorter distance (for a given 
velocity) upon the retina between suc- 
cessive periodic stimulations of the optic 
nerve endings when receiving a high il- 
lumination intensity than it would with 
dim illumination. Similarly with the 
stimuli of sound, the more rapid nerve 
transmission of high intensities gives a 
brain sense of a greater interval be- 
tween each cycle, and therefore a lower 
pitch of tone. 

In the construction of a nerve there 
is a central "axis cylinder" of about 
nine per cent of the nerve fibre, encased 



by a sheath of fatty myelin. The miner 
alized plasma of the central core makes 
of it an electrical conductor, while the 
fatty sheath is an insulator. Such is the 
manner of an electrical condenser. 

Twenty years ago it was dicovercd 
that no graduated impulses are carried 
by a nerve fibre, and that sensations 
were observed in steps or quanta and 
that a certain quantum represents the 
threshold of perception. If the trans 
mission of nerve impulses were by di 
rect electric current any stimulus would 
produce a proportionate effect by grad 
ual change. This is not so. 

We find that there is a threshold of 
hearing and that the loudness heard is 
directly related to the number of nerve 
fibres excited and the rate at which these 
excitations occur, since each fibre al- 
ways carries its maximum impulse. 
When all nerve fibres have been ex- 
cited at their maximum frequency no 
further loudness is possible as sound. 

After a nervous impulse has passed 
through a nerve there is a refractory 
phase during which time the ionized 
nerve plasma and tissue is reconstructed 
and the nerve is unable to respond or 
conduct. Then there follows a relative, 
refractory phase during which the ex- 
citability, the conductivity, and the 
speed of propagation gradually return 
to normal, and upon doing so an inertia 
effect is exhibited by passing the normal 
to a supernormal state when the nerve 
is more sensitive, more highly conduc- 
tive, and permits a greater speed of 
propagation, and so conducts quanta 
less than the threshold values. Then the 
supernormal state returns to normalcy. 

The time interval of the refractory 
state is one millisecond, and for the rela- 
tive-refractory state is three millisee- 
onds. Therefore, the maximum number 
of nervous impulses that a single nerve 
fibre can send to the brain is 1,000 per 
second; and those periodic excitations 
greater than 300 per second will not be 
transmitted as normal impulses since 
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oach succeeding excitation would then 
lie in the relative-refractory phase. But 
Adrian determined a longer relative- 
refractory period for the nerve endings 
so as to respond to no more than ISO 
impulses per second. Regardless of the 
quantitative values the possibility is 
present for a subjective inter-mndula- 
tion distortion which must be given 
consideration. 

Consequently a pure tone of 3.000 
cycles per second probably sends im- 
pulses to the brain at as few as 20 per 
second, and the rate of discharge can- 
not exceed this. Nerve stimulation in 
the inner ear occurs four times in each 
frequency cycle : at wave crests and 
troughs, and at change across the static 
position. The louder the exciting im- 
pulse the greater the area of basilar 
membrane stimulated and the greater 
the number of nerve endings and fibres 
excited. Intermodulation of the basilar 
membrane produces additional frequen- 
cies. 

When two or more tones are im- 
pressed upon the ear they produce beat 
tones whose frequencies are the sums 
or differences of both the fundamental 
tones and their harmonics. These are 
called Subjective Tones, or Combina- 
tion Tones. 

A continual application of intense 
sound vibrations will ultimately destroy 
the cilia (hair cells) and possibly the 
auditory nerves, as could be expected 



Fig. 8. Analogy of reflected 
light effects to acoustic 
reflections. See text. 



from continuous ionization or electroly- 
sis of the plasma without normal bio- 
genetical reconstruction or supply. 

A complex tone, consisting of a fun- 
damental and its harmonics, also varies 
in its pitch as its intensity (loudness) 
is increased; but it varies less than a 
simple pure tone. But it retains the 
pitch of the fundamental even though 
the latter, and even some of the lower 
harmonics, are filtered out. That is be- 
cause the difference between each pair 
of successive harmonics is the same as 
the frequency of the fundamental. 
Therefore loudspeakers too small to 
resonate to the low frequencies give 
the illusion of bass tones. 

A complex tone of 200 cycles with 
five harmonics was found to increase 
in pitch by only 4 cycles (two per cent) 
when its loudness level was lowered 
from 100 db to 40 db; whereas a pure 
tone of 200 cycles increased about 20 
cycles (ten per cent) in pitch for the 
same change in loudness levels. 

The greatest change in pitch occurs 
at frequencies variously given by dif- 
ferent observers in the range of 100 to 
200 cycles frequency of pure tones. 
Taking as the base 40 db atove the 
threshold of hearing H. Fletcher found 
a drop in pitch of 8 per cent for a 200- 
cycle tone at 100 db, and W. B. Snow 
found a drop of 21 per cent at 120 db, 
but the maximum per cent of drop in 
loudness occurred for 100 cycle tones 



and was 10 per cent for 100 db, 6 per 
cent tor 80 db. and 2 per cent for 60 
db. If the frequency of pure tones at 
120 db increased from 200 to 400 cycles 
(pitch rating at 40 db) the actual toner- 
heard increased from 158 cycles (21 
per cent less than 200) to 368 cycles 
(only 8 per cent less than 400 cycles), 
or a change of 1.21 octaves at 120 db 
instead of the one octave change -which 
would be heard at 40 db. 

This illustrates the danger of dis- 
sonance from reproducing at high sound 
levels. 

We. therefore, learn that an auditor's 
idea of the pitch of a tone depends upon 
three physical characteristics of sound 
waves : their frequency, overtone struc- 
ture, and intensity. 

Timbre 

The "timbre" or color of a complex 
tone has already been mentioned as de- 
pendent upon the specific partials and 
their relative intensities. But since the 
auditory pitch depends upon variable 
intensities at different frequencies an 
increase in the loudness of a complex 
tone produces different percentages of 
pitch changes of the various partials. 
thereby further changing the timbre. 

Furthermore. Messrs. Chapin, Trim- 
mer, and Firestone reported in 1934 
and 1937 to the Acoustical Society of 
America that a change in phase relation 
of two harmonic tones of low frequency 
and high sensation level produces a 
perceptible change in both loudness and 
tone quality (timbre). This is contrary 
to the conclusions already expressed 
by this writer : that tone structure and 
not wave form is responsible for the 
character of the sound heard. 

H. Fletcher has determined that about 



CBS-New York studio 21 viewed through the control room window. A CBS 2A studio control console is in the foreground. Rotatable wooden 
panels enable the reverberation characteristics of the studia to be altered. 



one-twentieth second is the minimum 
time for which a frequency must he 
sustained for the ear to recognize a 
tone of definite pitch. At a shorter time 
it hears only a transient sound. Thereby 
we are relieved of much of the transient 
distortions in acoustical and mechanical 
systems if they are masked by higher 
intensities of musical sounds. Many con- 
sonants used in speech are transients of 
very brief duration, especially the "stop 
consonants", and their decay is very 
rapid. They add to difficulty in under- 
standing certain words in telephone con- 
versations. Longer transitory periods 
result from musical instruments or ap- 
paratus because of the greater inertia 
of the vibrating elements. 

The sound of music out-of-doors 
should be different from that heard in 
concert halls or chambers, even though 
the latter are free from reverberation or 
echo, because there is always some 
sound reflected from bounding surfaces. 
The combination of original and re- 
flected tones will affect the amplitude 
and phase relationship of tone patterns. 
Figure 8 gives a simple example of 
equivalent effects illustrated by light and 
shadows. A single light bulb located in 
front of a mirror produces two sources 
of illumination which cast two shadows 
of the tops of uniformly spaced, re- 
peated sections of a steam radiator. The 
combination of two shadows gave the 
darkest and most prominent shadows 
with a cyclical variation of amplitudes 
and lower maximum amplitudes. 

Difference Tones 

The Difference Tones were first dis- 
covered by A. Sorge in 1740 and were 
independently discovered by G. Tartini 
in 1754, and were named after the lat- 
ter. II. von Hehnholtz developed in 
1863 a theory for their formation in 
the middle ear from the non-linear re- 
sponse of the ear-drum and its bony 
linkage, because of the damping of the 
forces of restitution: and he predicted 
the difference tones and later confirmed 
that by experiments. 

Combinational tones may be formed 
between the overtones of two complex 
tones as well as between their funda- 
mentals, and in some cases even between 
the combinational tones themselves. 
When formed between the fundamentals 
they are called of the "first order". The 
summation tones are much more diffi- 
cult to perceive than the difference 
tones. 

The richness of harmonies, their 
color, and their emotional appeal largelv 
result from the transient dissonances of 
the subjective tones which they evoke. 
This has been the unconscious gift of 
the genius of composers rather than an 
analytical knowledge of combinational 
tones on their part. Figure 9 depicts by 
music notation, as the black quarter- 



., Maj- Min. Maj- Min. 
Oct. 5' h 4 1h 3 rd 3 rd 6 th gth 



Summation Tones 




May May Min. Min. 

~*~ Oct. s' h 4*h cth ,rd ,rd c'h 

Difference Tones 3 6 3 3 6 



Fig. 9. Combination tones of the first order from simple musical intervals. 



notes, the combination tones of the first 
order from simple musical intervals 
shown by half-notes. 

Figure 10 shows in music notation the 
first six measures of the music ''My 
Country 'Tis of Thee", and beneath 
them the additional subjective first order 
difference tones with which the ear of 
the listener enriches it. This makes it 
evident that the hearing of music and 
its appreciation is a far more compli- 
cated matter than listening to simple 
tunes. And it points out the need for 
the reproduction of music to be at the 
highest fidelity. 

If we represent the number of score 
notes in a harmony by "n" then the 
number of additional resultant difference 
tones will equal « times («— 1) divided 
by two. Therefore, four-part harmony 
may add six subjective difference tones, 
and eight-part harmony might add 
twenty-eight, all of the first order. 
Larger symphonic harmonies would 
greatly increase these numbers, and 
when played loudly the difference tones 
between the higher partials would 
greatly multiply such subjective tones. 

Much has been printed to decry the 
need for sound reproduction system;. 



which give a faithful undistorted deliv- 
ery of the high frequencies of musical 
tones. And listener reaction has been 
quoted in support of that viewpoint 
without evidence that the demonstra- 
tions did not suffer from intermodula- 
tion distortions, confusion of reflected 
tones, or proper balance of sound inten- 
sities to free the ears from the distor- 
tions of overloading. 

The author's personal experience 
about thirteen years ago was quite to 
the contrary. During an auditorium dem- 
onstration of audio perspective by a 
system with an upper limit of 15,000 
cycles per second, the quality of the 
music suffered greatly. It lost tone color 
and liveness. The snare drum lost its 
tingle. 

Because of the limitations of the 
grade of telephone lines between studios 
and transmitters, and because of the 
low musical quality of phonograph rec- 
ords, and of phono and radio amplifiers 
and loudspeakers, it is doubtful whether 
the public has the opportunity to hear 
musical fidelity any better today than 
the 8,000 cycle limit. So there is no 
chance for ear training to appreciate 
[Continued on page 44] 



Fig. 10. Music notation of a familiar 



composition and the subjective tones added by the 
listener's ear. 



My Country 'Tis of Thee 
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Recorder Head 

[from page 32] 

heads were mounted in a composite liend 
rotatable through 90 degrees. The user 
could rotate the heads to perform the 
desired function. This rotation auto- 
matically switched the amplifier from 
recording to playback, and disconnected 
the lead screw mechanism. The weight 
of the whole assembly was correct for 
recording, but in the playback position 
the pickup head was pivoted inside the 
housing so only its own weight rested 
on the record, the weight of the whole 
arm being carried on a stop which was 
automatically engaged in the pickup po- 
sition. 

By placing the head to one side of 
the record, the power was turned off, 
and by using quick-heating tubes the 
whole apparatus was completely con- 
trolled by using the head only, there 
being no need for any manually oper- 
ated switches or gain controls. This 
feature had considerable appeal to the 
unskilled user. 



Audio Amplifier 

[from page 23] 

trouble should be encountered in opera- 
tion, if the above instructions are fol- 
lowed. 

Coupling 

The uses to which the amplifier is 
put will determine the output networks 
and input arrangements to be used. For 
recording, a crystal cutter should be 
coupled directly to the output ptates, 
and a magnetic cutter should connect 
to the output transformer. Some load 
should he kept on the transformer at all 
times. A speaker with a pad for volume 
adjustment can he used for monitoring, 
or a pair of high impedance headphones 
can be shunted across the H ie without 
upsetting the impedance matches. 

One application of interest to record- 
ing fans who arc also hams, is the use 
of the amplifier as a speeel amplifier 
when transmitting, and as a recording 
unit when receiving. A simple switch- 
ing circunt will allow convenient 
changeover. 

Undoubtedly many other uses will 
suggest themselves to builders of the 
unit. It has been found that the ampli- 
fier serves admirably in performing all 
the jobs in audio usually found in the 
home, ham-shack, or small st idio. 

Ratings 

The ratings listed are given when 
the amplifier is properly adju ted. Con- 
siderable variation in gain is possible, 



but the values listed are conservative, 
and will be correct for most calculations. 
Bear in mind, also, that the gain is af- 
fected to by the tone and expression 
controls, and the frequency response is 
subject to almost any variation by 
means of the dual tone controls. 



Power output (-38 vu or 6 watts with low 

distortion 
+40 vu or 10 watts with 5% 
distortion 

Goin 75 db with expander-com- 

pressor off 

86 db with expander fully 
on. 

(based on 100,000-ohtn 
grid impedance) 
(values for unit not in- 
cluding 6SJ 7 prcanip) 

Hum level at least 68 db below rated 

output, with bass control 
in full boost position. 
With bass control in nor- 
mal setting, no hum is au- 
dible even with the ear 
next to the speaker cone. 

Response ±1 dh from 60 to 10,000 

cvcles 

±2.5 db from 30 to 15,000 
cycles 

(The frequency response 
will be determined primar- 
ily by the output transfor- 
mer, since all other stages 
are resistance coupled. 
These values arc based on 
the medium-priced trans- 
former used in the ampli- 
fier illustrated.) 



Tone control — Bass control varies re- 
sponse from +9 db to 
—25 db at 60 cycles. 
Treble control varies re- 
sponse from +12 to — 30 
db at 7000 cycles. By 
means of the two fully 
variable controls, practi- 
cally any response curve 
desired can be obtained. 



Volume Expander 

[from pufic 15] 

is used to separate the signal channel 
from flic side amplifier and the re- 
actance tube. A filament transformer 
can be installed on the chassis if the 
amplifier with which it is to be used 
is unable to supply the additional 1.2 
amps. If this particular chassis em- 
ployed, the front panel should be spaced 
about away from the chassis, and 
the back panel must be moved forward 
by the same amount if the enclosing 
box is to be used. 

Similar results can he obtained with 
octal tubes, using a 6SL7 for the pre- 
amplifier, a 6SX7 for the signal am- 
plifier and expander tube, a 6H8 for 
the side amplifier (no single-ended tube 
is available in the octal line), and a 
6SJ7 for the reactance tube. 

[Continued on pane 41] 



T RIO DES 



The superiority of o 
triode ompiifier /s 
most apparent in the 
final test ...listening 




*TRIODE TUBES used throughout. 2 — 6B4G, 
4-7A4. 2-7N7. 1-5U4G, 1-5Y3G. 

irlhn* puth-pull stages preceded by an in* 
verier stage. 

In rentage transformer Insures good push-pull 
balance. 

*Flat within 1 db to 25 cycles at full power and 
to 4 cycles at reduced power. 

★Flat within 0.2 db to 30,000 cycles. 

£-0.6% harmonic distortion and 0.2% Inter- 
modulation distortion at 5 watts. 

-frRattd power— 30 watts at 2V'j% total 
distortion. 



A AUTOMATIC BIAS CONTROL greatly Increases 
undistorted power at moderate cost. 

^Gain— 55 to 120 db in various models. 

•fcbatt and treble compensation — Two-stage 
tapped condenser-resistor networks. 

*lnput-38, 150, 500/600 and 500,000 ohms. 
Output— 1 .5 to 30 ohms and 500 ohms. 

■fcPower available for other units — 250 volts. 
0.090 A DC: 6.6 volts. 5 A. 

£fuses— Main power and 6B4G plate line. 

-^-Attractively finished chassis. High quality 
components. Finest workmanship. 



The BROOK HIGH QUALITY 
^*f&W> AUDIO AMPLIFIER 



Designed by LINCOLN WAl&H 



BROOK ELECTRONICS, Inc., 34 OeHarl Pfa<e, Elizabeth 2, N. J. 
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NEW PRODUCTS 



PICKUP ARM 

Vibro-Master Company, 144 West 54th 
Street, New York 19, K. V. A newly 
designed pickup arm, Type "K", tor AM 
and FM broadcasting and other profession- 
al use. This arm combines the best in 
scientific design for use with the GE 
Variable Reluctance and Pickering Model 
120M pickup cartridges, is equipped with 




a new type spring loaded handle reducing 
stylus and record damage, arm resonance 
is less than plus or minus 1 db over the 
audio range of 40 to 15,000 cycles, and 
provides a proper stylus pressure of 22 
grams for the GE and 15 grams for the 
Pickering. 

This arm will not "walk" even on 30 
cycle modulated grooves and will neither 
introduce nor amplify lateral distortion. 
The arm permits the playing of 1" inch 
transcriptions and requires a -Hi inch one- 
hole mount 1.1^4 inches from the turntable 
center. Height is adjustable from 1 j to 2 
inches with hairline accuracy and perma- 
nent stops prevent overswiug. The arm 
is 15^ inches long and weighs (less car- 
tridge) approximately 10 onnce>. Finish is 
brushed aluminum and black to match ex- 
isting turntables. 

WOW METER 

The Model 1 15 Wow-Meter is a 
■direct indicating instrument which allows 
the measurement of variations and ihictua- 
tions of the speed of phonograph turntables, 
and of other mechanical, optical and mag- 
netic recording and reproducing equipment. 
These variations, commonly called "Wow", 
actually represent a frequency modulation 
of the original signal whereby the modula- 
ting frequencies are usually very low. 




This instrument requires the use of a 
1000 cycle phonograph record for testing 
phonograph turntables or equivalent signal 
sources for other recording and reproducing 
equipment. It consists essentially of an 
electronic frequency-meter, using one of 
the well-known circuits suitable for this 



purpose. The output of this frequency- 
meter circuit consists ot a steady voltage 
component which is proportional to the 
average or tmui"»dnlatcd frequency of the 
input signal and varying components pro- 
portional to thi' treiiueiiey deviations. 

For further data, please write Furst 
Electronics, 800 \V. N'..rth Ave., Chicago 
22, 111. 

STUDIO RECORDER 

A new studio recorder ot console type 
fur instantaneous ur w ax recordings is now 
in quantity delivery by the Fairchild 
Camera & Instrument Corporation. The 
table accommodates all sizes of acetates as 
well as 18 inch (lowed wax masters. The 
I>ositive 331&(1 I'pm Fairchild drive guar- 
antees absolute timing with its synchronous 
motor, making this recorder especially use- 
ful in motion picture work. 

Fairehild's Xn 5-11 magnetic cutterhead 
microscope, in combination with the pre- 
cision-built lead screw mechanism, assure 
uniform cutting at any pitch from 80 to 
160 lines — either iti-out or out-in. The 
cutting pitch is continuously variable frum 
80 to 160, by moans of a large, con- 




veniently located knob, and is smoothly 
adjustable during recording, if desired. 

Requests for htmrtnatton, mentioning the 
L'nit 523 Recorder, should be addressed to 
C. V. Kettering at the Fairchild Co. 
Sound Division. 88-06 Van Wyck Blvd., 
Jamaica 1, N. Y. 

TRANSCRIPTION PLAYER 

The new R-MC transcription player, 
model TP-160. meets the demand for a 
low-priced player suitable for radio sta- 
tions, transcription services, advertising 
agencies, and schools, tor realistic repro- 
ductions of transcriplic.il records up to 16 
inches, at 78 or 33 1/3 r.p.m. 

Supplied with or without professional 
broadcast reproducers, the arm may be 
equipped with interchangeable heads for 
vertical, lateral, ur universal operation. 

The unit is fully portable, and contains 
a constant speed, heavy-duty motor. 

For further information please write 
the manufacturers. Radio-Music Corp., 
East Port Chester. Conn. 




MONOSET 

Addition of a volume control unit tor the 
Telex Moiioset has been announced by 
Kenneth Dahlberg, sales manager oi die 
Electro-Acoustic division of Telex, Inc. 
Minneapolis. 

In the development of a volume control 
feature. Telex engineers have pioneered 
again in the electro-acoustic field. The 
Monoset itself is a distinctly different type 
of headset with under-chin type construc- 
tion which resembles a doctor's stethoscope. 
The light weight makes it possible to 
wear the Monoset for long periods "i 
time without noticeable ear pressure >>r 
head fatigue. 

LOGARITHMIC VOLTMETER 

Instrument Electronics, 42-17 Domin- 
ion Pkwy., Douglaston, N. Y., is intro- 
ducing the new Model 47 Voltmeter. It i.- 
au extremely sensitive amplifier-type in- 
strument, featuring the voltage range oi 
50 microvolts to 500 volts accurate withir 
±2% from 15 cycles to 30 kc. and i:5'« 
from 30 kc. to 100 kc. Input impedance is 
1 megohm plus 15 /i/ii. shunt capacity. 

The voltage ranges are indicated on a 
logarithmic meter with 20 decibeis linen" 
spread. Switch positions are provided every 
lit tlk Thus the 10 db overlap oi scales 
allows all readings to be made near center 
scale. Scales up to 500 volts make ii a gen- 
eral utility voltmeter tor laboratory u-e 
The most sensitive scale is .00005 to .0005 
volts or -84 to -65 VI". This instrument 
supplies for the first time high sensitivity 
in a sell contained all a-c operated unit 

The stability is obtained witli an e<- 
treme amount of inverse feedback and con- 
servatively operated components. 

The instrument serves simultaneously as 
a voltmeter and high-gain amplifier. 1 !e 
amplifier gain is 40,000. 

This instrument is useful in the foil'-w- 
ing, as well as in many other special ap- 
plications : output indicator tor micro- 
phones of all types, low level phonograph 
pickups, acceleration and other vibration 
measuring pickups. Among its industrial 
uses are sound level measurements, gain 
and frequency measurements for all types 
of audio equipment : densitoinetric measure- 
ments in photography and film production 
and light Hux measurements in conjunction 
with photocells. 



40 AUDIO ENGINEERING • AUGUST, 1947 

www.americanradiohistorv.com 



[Continued from page 39] 

Conclusion 

The effect of this unit is rather in- 
teresting. At the conclusion of a passage 
of music containing high frequencies, 
the scratch lades out. There is no appar- 
ent change in quality, since the presence 
of high-frequency signal is sufficient to 
restore the frequency response to nor- 
mal, but when there are no highs, there 
i.s no needle scratch. This unit is far 
from being a complete answer to the 
problem of scratch elimination, but it 
does make a contribution to reproduc- 
tion from records that are especially 
bad. If the listener enjoys expanded 
reproduction, the circuit should enhance 
his pleasure immeasurably, because both 
scratch suppression and expansion are 
provided in a relatively simple circuit. 



Planning a Studio 

[jrom page 31] 

plies, covers 115 volt a.c. Observance of 
these level groups determines in many 
cases how many conduits must be run 
from between any two points or how 
many separate cable groups must he 
made in a trough. An example would be 
a mike receptacle mounted in the base 
board and a monitor speaker outlet on 
the wall immediately above. It would 
be necessary to run two separate con- 
duits from the rack to the location due 
to the level difference between the two 
circuits. Cables grouped into the above 
classification should be separated by at 
least three inches when run in troughs. 
Compromises can sometimes be made 
in short runs, such as running control 
circuit.-, with high-level circuits. 

Having all equipment indicated on 
the plan layout of the studio and con- 
trol room, the actual location and posi- 
tion of troughs and conduits are drawn. 
Assuming a trough is to be used be- 
tween the rack and the console this 
should be drawn first. Conduits are then 
drawn from all terminal points to the 
position of their connection. For exam- 
ple, according to the block diagram, 
the microphones connect first to a jack 
which is located in the rack. Thus the 
conduit or conduits running from mike 
outlets must go first to the rack. If the 
shortest length of conduit can be had by 
running direct to the opening under 
the rack, it should be Miown that way. 
If the shortest path is to run the con- 
duit to some point along the trough, 
this would be the logical point for it to 
terminate. The mike cable can then fin- 
ish its run to the rack in the trough. A 
neater job of fanning out the wires to 
the rack terminal blocks can be done 
if all the pairs come out of the trough, 
rather than a number of conduits con- 
verging from various directions. 

Checking off the circuits on the block 



diagram as each conduit is drawn will 
assure that none will be overlooked. If 
any doubt exist.-, as to whether or not 
a conduit is needed, always put it in. In 
cases where there are three or more 
conduits between two points it is always 
good insurance to run a spare. 

W ith all the conduits required shown 
on the layout it become necessary to 
determine what the trough dimensions 
should be and the size of each conduit. 
Since the trough will carry all circuit 
levels except power, there will be five 
cables in all. Separating these cables by 
three inches will require a total trough 
width of approximately 18 inches. The 
depth of the trough need not be more 
than three inches although it can be 
more if a greater depth tits in better 
with the floor construction. The follow- 
ing table gives a conservative number 
of pairs that may be pulled through 
various sizes of conduit. 



Type 

of 
Wire 


Number of Conduc- 
tors per Conduit 


Vi 




1 


m 


2 


Rubber 
Covered 
Mic Cable 


1 


2 


3 


6 


9 


Twisted 
Pair Shielded 


2 


4 


8 


15 


30 



Each conduit on the layout should 
now be numbered and a table made up 
that consists of the conduit number, its 
size, the number of pairs of wire and 
the kind of wire. To determine the size 
of the conduits a careful estimate of 
the number of pairs to be run in each 
will have to be made. A fairly accurate 
count of audio pairs can be made by 
using the block diagram as a guide. It 
is helpful to mark each circuit indicated 
on the block with the conduit number 
through which it is to run. Control cir- 
cuits are more difficult to estimate at 
this time unless a complete wiring 
schematic of the relay interlock and 
lights has been made. If there is any 
doubt always assume on the greater 
side. From the number of pairs the size 
of conduit can be selected from the 
table given previously. The exact num- 
ber of pairs to be run in each conduit 
or trough will have to be determined 
after the cross connection sheets are 
made. When these sheets are compiled 
the number of pairs to be pulled in each 
conduit can be added to the table. As to 
the kind of wire, all microphone leads 
should carry a rubber insulation over 
the shield. Audio and control circuits 
are wired with twisted pair shielded 
18 or 20 ga. conductors are sumcientlv 
large. Power circuits should conform to 
the local electrical code. 

[To be eoncluded] 




THE < Ol I I VS FM/AM TliVER 



These tuners are custom built on direct order available with extra 
added accessories on special request such as: bass and treble tone 
controls, precision calibrated tuning dial, tuning meters, 500 ohm 
output transformer and many other features suited to your particular 
needs. You may request your tuner the way you want it. The 
tuner is also available in attractive leatherette covered cabinets m a 
variety of colors to match any interior or furniture. Mahogany and 
walnut finishes are also available. 

The COLLINS FM AM tuner is a precision instrument which will 
give you laboratory performance from both FM and AM broadcasts. 
Do not be satisfied with less than a COLLINS tuner for full enjoyment 
from your favorite programs. COLLINS means QUALITY and 
PERFORMANCE. 

Write for descriptive literature on the COLLINS FM/AM 
Tuner and matched amplifiers. 

COLLINS AUDIO PRODUCTS CO., INC. 



126 Park Street 



Westfield, N. J. 
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RECORDING POWER AMPLIFIER 

• A rather unique design for a high- 
quality recording power amplifier is de- 
scribed by Kurt Singer, of RCA. Holly- 
wood, in the /. Soc. Mot. Pict. Eng. for 
June 1047. Capable of an output power 
of 10 watts with a maximum distortion 



feedback loops extend from the 6Y6 
plates to the opposite side of the am- 
plifier at the cathodes of the input stage. 

Another unusual feature is the pro- 
vision of a pair of resistances permit- 
ting the use of the amplifier when it 
is necessary to feed loads which must 



TO soqfcoon. LOAD 
FROM 600A SOURCE 




-ww- 



Fig. 1. 



of 0.5 per cent from SO to 8.500 cps, 
this amplifier employs a unique feed- 
back system, as shown in Figure 1. The 
amplifier comprises three stages, all 
push-pull, with 6J7 pentodes in the first 
stage. 6J7's as triodes in the second 
stage, and 6Y6's in the output stage. The 



be operated from sources having im- 
pedances of 500 or 600 ohms. Since the 
amplifier uses 35 db of feedback, the 
output impedance is well below the 
nominal value of the secondary of the 
output transformer. When used to feed 
a loudspeaker, this amplifier is used 



without the resistors, thus providing a 
low impedance source. 

The method of arranging the feed- 
back is claimed to reduce cross modu- 
lation, and to make the entire system 
independent of tube matching. It will 
be noted that this is an unusual ar- 
rangement for amplifiers using push- 
pull stages exclusively. At 2 db below 
full power output, the intermodulation 
is less than 0.5 per cent. 

AMPLIFIER DESIGN 

• The design of a high-fidelity ampli- 
fier must take into account a number of 
items which are not always considered, 
according to an article by F. Langford- 
Smith in the March-April issue of Ka- 
diotronics (Australia). One of the 
problems encountered when pentodes or 
beam tetrodes are used is that of com- 
pensating for the varying impedance of 
the speaker load. Two possible methods 
are available, without resorting to the 
use of feedback, which perform the re- 
quired stabilization, but which are in- 
efficient. Of these, the better is to em- 
ploy an RC network between the plates, 
but this has the disadvantage of creating 
a low-Q resonant circuit for the tubes 
to work into. The other method is to 
use a shunt resistor which consumes a 
high percentage of the available output 
power, leaving the speaker load to re- 
ceive only a small percentage. Obviously 
this is inefficient. 

The use of a ported reflex cabinet 
improves the operation at the low- 
frequency end of the spectrum at speak- 
er resonance, since it eliminates the 
single peak and replaces it with a double 
peak of considerably less amplitude. 
Still further improvement can be ob- 
tained by using two ported cabinets with 
speakers of different resonance points, 
thus improving the overall impedance 
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figure 2 

of the load The two cabinets, when 
used, should be placed close together, 
and if impedance measurements are 
made, both should he connected. Opera- 
tion of two cabinets widely separated 
does not give much improvement. Typi- 
cal curves of impedance for a single 
speaker in a baffle are shown in Figure 
2 for open-hack cabinets (solid line), 
and for retlcxed cabinets (dotted line). 



Record Revue 

[from page 33] 

(Altec theatre speaker system.) With 
the normal type of multi-mike pickup, 
especially with a soloist, the difference 
between control room sound and studio 
sound is usually very marked. 

N'eedless to say there is still much 
music which benefits from and indeed 
demands multi-mike or close-to tech- 
nique. But as KM and high-fidelity re- 
cording gradually take over there is no 
question that change there must be. The 
very fact that a solo oboist can now be 
picked tip at a forty-foot distance, and 
most beautifully, is a challenge to ex- 
periment ! 

Recent outstanding recordings for the 
audio engineers: (Xiimber of records in 
parenthesis) 

Stravinsky, Dumbarton Oaks Concerto. 
Instrumental group conducted by Stra- 
vinsky Keynote Manuscript Series 

(3 vinylite) 

Vivaldi, Concerto Grosso in D minor. 
Group conducted by Alexander Schneider; 

Ralph Kirkpatrick, harpsichord 

Keynote Monuscript Series (I vinylite) 
These two recordings, available soon, are 
first in notable new series. Very fine, Ku- 
ropean-style recording, plastic pressings, 
guaranteed to 12,000 cycles. Very live, 
brilliant effect. Over-all mike, no accentu- 
ation. Kngineering data will be printed in 
each album. Others soon to follow. 
Ravel, Daphnis and Chloe Suites #1 and 
#2. Paris Conservatory Orch. Charles 

Munch London Decca EDA 29 (3) 

Two impressionistic, brillant pieces in all- 
French recording. Typical "ffrr" acous- 
tics, excessively live (though this is still 
a matter of taste). Brilliant effects here. 
Handel, Concerti Grossi opus 6. Busch 

Players, Adolf Busch, conductor 

Columbia M 685 ( 3 vols. 25 records) 
A stunning recording of small group of 
strings, made to sound full and brilliant 



by proper liveness. These volumes avail- 
able separately. Fine example of music 
ideal for recording purposes. Interesting 
balance effects between several instru- 
mental groups in the music. 
Poulenc, Sonata for Trumpet, Horn, 
Trombone. G. Mager, W. Valkenier, G. 
Mager. ...Night Music NM-103 (1 plastic) 
A saucy, humorous little piece for three 
winds, featuring ultra-realistic, high fidel- 
ity recording. You can hear every breath 
the players take. 



Electronic Organs 

[from page 191 

no different with two keys depressed 
than with one. The same criticism ap- 
plies when attempting to play in oc- 
taves on one manual, using, say, eight 
and four-foot stops taken from the 
same rank of pipes. 

The second disadvantage lies in the 
fact that a rank of pipes must be very 
carefully balanced in loudness over its 
entire range. This process is known as 
"voicing". A stop, at its best, is voiced 
differently for different uses and, partic- 
ularly, for different registers. There- 
fore, when a stop is to be used for 
many purposes, its voicing must be a 
compromise of all of them. 

We may conclude this portion of the 
article by stating that the pipe organ 
has attained a fairly high degree of 



perfection as a musical instrument. Its 
chief musical limitation is in the 
mechanical inertia of its action, which 
is an impediment to nuance, and to the 
execution of rapid musical passages. 

Chief among its other disadvantages 
are its great expense, bulk and weight, 
the frequency with which it must be 
tuned and repaired (and the difficulties 
in doing both), and the amount of 
power which it consumes (50 kw is 
not uncommon for large organs). 
[ To be continued] 



U. N. P-A Systems 

[front payc 29] ■ 

tunate to get uniform coverage without 
destroying the illusion. Because of the 
physical construction of the auditorium 
this is the only method of handling this 
loudspeaker problem, although the use 
of multiple loudspeakers is poor prac- 
tice when physical conditions permit a 
single source. Tests conducted with a 
General Radio noise meter using a 400- 
cps warbled note showed a pattern of 
coverage throughout the auditorium to 
be within 2 db. All speakers are painted 
to harmonize with the background and 
the overall result is highly satisfactory. 
All amplifiers, tubes, microphone 
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stands and loudspeakers were of RCA high audio frequency reproduction, it Chinn and Eisenberg showed that lac- 
manufacture fabricated in Commercial seems that research should be conduct- quer originals, properly recorded and 
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In the midst of all the current furore 
there has been no attempt to get down 
to fundamentals and decide what it is 
most important to find. We might char- 
acterize the choice enigmatically as the 
confused reaction versus the considered 
reaction. So far all tests have been con- 
cerned with the confused reaction — a 
rapid representation of alternating ten 
or twenty second choices. This possibly 
correlates with the basis for the choice 
of a twenty dollar radio. Is it a good 
correlation with the process of choosing 
a console set, or with conditions of use? 
If we give the user a free chance to 
adapt to both choices for a week or 
two. what will his reaction be? 

Which portion of the public is most 
important to us; or alternately, how 
should we weigh the results from the 
following : 

a. The soap opera addict — interested in 
intelligible speech 

b. The serious listener to music — wheth- 
er the three Bs or boogie woogic 

c. The background music devotee — de- 
siring soft, muffled, definitely unob- 
trusive music. 

Fatigue Factors 

The question of immediate versus de- 
layed reaction has one aspect which 
has been completely overlooked in all 
discussions : the fatigue factor. Why 
does a listener so often turn a set off 
after one or two programs ? Why do 
so many listeners use weak, muffled 
music as a subdued background, but 
never really listen to a program? We 
have the artistic side, of course; but 
the writer believes the fault is often 
more basic : Listening to the average 
set is rrrv fatiguing, and some sets are 
much worse than others. 

The writer made a considerable num- 
ber of experiments with fatigue in 
tadio and record listening, and isolated 
some fatigue factors. In many cases the 
effect can be predicted quantitatively, 
but the remainder can be evaluated only 
on a relative basis, viz., A is little (or 
much) better than B as measured in a 
one (or five) hour test period. He 
made a curious discovery: One of our 
most successful low priced radio lines 
was distinguished by its low fatigue 
factor as compared with 'Is competi- 
tors' products. How important was this 
in its success ? We can only guess. Per- 
haps it gave skilful salesmanship just 
the extra lift needed to create a domi- 
nating position in the low priced field. 

The fatigue factors just mentioned 
refer but lightly to the classical case 
(fatigue of the hearing organ itself") ; 
they mainly govern fatigue of the cen- 
tral nervous system due to the nature 
of the impulses fed it by the hearing 
organs. In short, it is brain fatigue 53 
rather than fatigue of the organ of 
Corti which concerns us here. A broad 
consideration of fatigue factors is be- 



yond the scope of this article, but they 
include the following primary defects: 

1. Harmonic and intermodulation distor- 
tion 

2. Certain frequency-amplitude relation 
anomalies 

3. Transient distortion 

4. Noise 

5. Acoustical nature of the space used 
Some of these have been discussed by 

the writer" in relation to fatigue of 
hearing aid listeners, perhaps the only 
application in the last several years 
where reduced fatigue has gained con- 
siderable commercial recognition. Har- 
monic and intermodulation distortion 
heads the list only because it is often 
so bad as to mask other faults. The 
moment it is minimized, the other fac- 
tors assume importance. It should also 
be remembered that "distortion'' is not 
a dimensionless entity, that certain or- 
ders of harmonic distortion are much 
more offensive to the ear than others, 
even when the distortion meter readings 
are equal. 

Hearing Aid Improvement 

That these principles were of gen- 
eral application was shown in this field 
not too long ago. The writer was called 
on to overhaul a hearing aid line, and 
the problem was found to be not ap- 
pearance, pride, or economy, but wearer 
fatigue. Wearers could grade out units 
of identical frequency response but dif- 
ferent fatigue characteristics with an 
accuracy and consistency which was sur- 
prising. Production units were changed 
accordingly, with no change in visible 
appearance, in frequency response, in 
sales procedure, or sales personnel. 
Within six months sales had doubled, 
and both customers and dealers were 
much happier : all of this at a time 
when other manufacturers were having 
an acute loss of sales, were cutting 
prices, and were using extensive adver- 
tising campaigns. 

Remember that about 50% of hard- 
of -hearing customers have hearing 
which is normal in every respect save 
acuity — that is, their hearing is like 
that of broadcast listeners except for 
a loss which is substantially constant 
with respect to frequency. These data 
are therefore 50% directly applicable to 
normal listeners. 

The improved instrument had sev- 
eral interesting properties : 

1. The average time of use increased 
from nine or ten hours per day to 
twelve to sixteen hours. 

2. Wearers were able to use more 
low and high frequency response with 
comfort (this could be adjusted by the 
dealer on request but could not readily 
be tampered with by the customer). 

3. Without being told of the change, 
users spontaneously commented on im- 
proved "presence" and "easier listen- 
ing". 
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4. Ordinary articulation testing meth- reducing intermodulatioii and phase dis- 

otls would not show any improvement tortion, increase the number of listeners 

in intelligibility, probably because the (at any given time) enough to pay for 

articulation test period was too short. increased line costs? How far would 

Perhaps twelve-hour test periods should such increased quality go in enabling 

have been used. networks to better resist inroads of the 

Remember that all these observations 8 to 10 kc. transcription? 
were made using the relatively narrow The Phonograph Record Maker — 
band of 150 to 4500 cycles, wherein the Right now he is riding the crest of a 
average engineer thinks the annoyance boom, and even pressings from worn- 
power of distortion to be less than in a out stampers, pressings with intermod- 
broad band system. Remember also that ulation distortion as great as 20 to 30%, 
there is a powerful urge to disregard can be sold. But looking more to the 
fatigue and continue using a hearing future, would it be worth while to 
aid — so if excess fatigue would cut improve care in processing to make the 
use-time of an essential instrument by finished product sound more like the 
one-third, what does it do to the use test pressing? 

of the ordinary radio which can be The Radio Set Manufacturer — A set 

taken or left alone? with reduced fatigue factor costs no 

The writer recalls seeing the effect more to make than the present designs, 
of replacing a number of home radios A set with somewhat increased band- 
by commercial units of what were later width as well as reduced fatigue factor 
found to be relatively lower fatigue de- would cost very little more. It has been 
signs. The daily hours of use approxi- profitable for one company to do a bet- 
mately tripled, and the increase per- ter job in the low-priced field. Would 
sisted long after the novelty effect had it pay others to do the same? A large 
worn off. number of sets have been advertised as 

Fatigue effects have also been ob- 'high fidelity"; almost none of them 

served in connection with 16 mm sound have actually been so. How profitable 

tin film reproduction. would it be' to substitute a little per- 

m,. . . _. ... . , formance (lower fatigue at least) for 

What Percentage Is Significant? , . . . . , ... ,t* . ' ,, 

n ... ... a lot of claim? Would it pav the NAM 

Kemembering that we are un ike v to . in- . , ',' , . 

\nc\f .r \t ■ ,() subsidize set makers to the extent ot 

get a 10U% vote for anv probable sin- ci . „„ » /„„ „n ■ ■ 

, , - ' , . ' sav !f>l per set (pavable onlv tor a low 

gle bandwidth, what shou d be done? t '.■ i • \\~ ■ " *i i- 

f- i • , , , """«-• fatigue design), to increase the hsten- 

l ndesired excess bandwidth can be re- hie time? 

moved by the radio set's tone control. -r, „ n ,„„j , v . ,. , 

\t* • .I-, , . , I he I'M Broadcaster — Right now he 

-Missing kilocvcles cannot be so re- , lc , ... . 

i n .i i • i.i " ;ls 13 kc - speech input equipment and 

stored. On this basis, what bandwidth . •.. i . « A in ■ 

, , . ' . . . transmitter, but usually 9 or 10 kc. 
would be necessarv to satisfy what per . • .■ . , i . ' • , , 
,-„.,. „f .i i- . " 5 -r •' •. . transcription tables. Assuming that bet- 
cent of the listeners? To irritate our f „_ T .- A , , ,, , ,, , , •. , 
.<.„A„ r „ ■ . .-.ii. ■ ter * sets could be sold, would it be 
leaders into creative thought we have ., , • u -i . i . i- , 
...:i;,„i .i r-i • i r- i . worth his while to change to Is kc. 
utilized the Chinn and Eisenberg data • , , . , , 
r„. e i o , , ,.. . j pickups, and to push the transcription 
tor 3 and 8 kc, and split the remainder , c ■ . ' , . .. ', , . 
• , i i ii makers for wider-band recordings? Or 
m a grossly implausible manner : , , •. . , ,. , " , 

1 would it be better to push them for a 

Upper Cutoff % of Satisfied hi hcr average of pressinK qual ;tv with 

Frequency Listeners . . . .... -, -7 1 

5 ^ 40 the present bandwidth? Many transrip- 

8 " 80 tion pickups have poor quality from 7 

M " 90 to 10 kc. under certain conditions. 

15 9999 Would it pay the station to install more 

20 " ................. ion modern units ? 

Seriously, it is evident that to satisfy These have not been rhetorical ques- 

80% of the listeners to speech and all tions; ""^ face tlle in<lus try now, and 

types of music, an 8 kc. range would tl,eir ansu 'e rs '"ay determine some 

have to be available (which they could profit and ,oss statements two years 

decrease as desired). If it becomes from llow - 

available throughout the country, the T,,e average manufacturing organiza- 

present vicious circle may be broken, t ' on can secure an answer for itself, 

and it may foster the increased pro- limited to its own conditions, with mod- 

duction of better quality home radios. crate ease, but it would not be the uni- 
versal or completely generalized answer. 

Industry's Stake The hear ing aid industry (in part) has 

Many parts of the electronic field found such a policy, applicable to itself, 

have a considerable stake in a correct for example. 

answer to the questions propounded: However, the completely generalized 

The Broadcast Network— By the time problem is too massive, too tied up 

a program has gone a thousand miles with self interest. Particularly as re- 

from its source over lines of present gards the broadcasters, a decision which 

network characteristics it is no longer would enjoy broad acceptance is essen- 

of good quality. Would replacing the tial, in fact it is most important that 

present 5 kc. lines by 8 kc. service, and the radio industry agree on its broad 
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VIBRO MASTER TYPE K 




PROFESSIONAL ARM 

FOR GE VARIABLE RELUCTANCE 
AND PICKERING 120M CARTRIDGES 
Designed by VIN 8ROYUS 

1 , , . will neither introduce nor amplify lat- 
eral distortion. 

2 . , , resonance characteristic flat plus c 
minus 14 DB 40 to 1000 cycles. 

3 . - . balances GE cartridge at 22 grams and 
Pickering 1 20M at 1 5 grams stylus pressure. 

4 . . . morning after handle prevents record 
damage when cueing. 

NET PRICE . . (less cartridge) $34.50 



see your distributor or write 

TECHNICAL PRODUCTS 

INTERNATIONAL 
144 West 54th Street, New York City 19 





free 



featuring Outstanding Values in: 
INDUSTRIAL ELECTRONIC and TEST 

EQUIPMENT 
RADIO PARTS • SETS • AMPLIFIERS 

Thle It It — the new 1947 Concord CataloU — a vast, 
complete selection of everything In Radio and 
Electronic* — thousands of Items available for 
IMMEDIATE SHIPMENT from CHICAGO or 
ATLANTA — hundreds now available for the first 
time — featuring new, latest 19*17 prices. See new 
LOWER prices on RADIO SETS, PHONO-RADIOS, 
RECORD CHANGERS, RECORD PLAYERS, 
PORTABLES. AMPLIFIERS. COMPLETE SOUND 
SYSTEMS, TESTERS. See latest llstlnfts of stand- 
ard, dependable lines of radio parts and equip- 
ment — tubes .condensers, transformers, relays, etc. 
Write for FREE COPY— NOW ! Address Dept. F-87. 



TIME PAYMENlS: Wilts ui for details ot time payment plan 
on Communtcatkmt Receivers, Amplifiers, Test Equipment, 
Radios, Phoiw-Esdios.stc. 
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objectives. I lie technical facilities are 
easy to burrow, rent, or construct. 
W hat we require most, and which is 
hardest to find, is an organization with 
no adverse commercial commitment 
(ruling ant some colleges), and with 
a chief skilled in auditory opinion re- 
search. It seems to the writer that this 
points unmistakably in the sole direc- 
tion of I'rofessor Harold Burris-Meyer. 

Conclusions 

For too long have we made repro- 
ducing devices which (as Burris-Meyer 
says) remind the listeners of music, but 
do not reproduce it. Also, for too long 
have we made sets of which only engi- 
neers would approve. Let us concentrate 
on designs which the public approves 
of. Let us be conscious of presence — 
the public is. Let us forswear "high 
fidelity" designs which reproduce only 
between 25 and 2500 cycles, or between 
500 and 7000 cvcles, or from 100 to 



NOW AVAILABLE! 

'pud %eftta4aete>* 




performance. New circuit*, new moterioli ond new 
procettei ore octuolly combined in thii one omplifier 
■■n produce the mo*t *otiifyinq musicol omplifier the 
! --orld ho* ever known. If you ore one of tho*e discrimi- 
nating person* for whomonything lest thon the best it 
I a diioppointment, you ore one for whom the ACA- 1 
U I00DC wot designed. Send for technicol literature. 



AMPLIFIER CORP. oi AMERICA 



398-4 Broadway • New York 13, N. Y. 



AUDIO ENGINEERING SCHOOL 

A practical 9 month*' course In Sound Funda- 
mentals, Recording*, and sound Transmission 
measurements; In a laboratory containing trans- 
mission sets, oscillators, square wave generator 
and lntermodulation analyzer, and other equip- 
ment. 

Complete recording studios assimilating broad- 
cast, motion picture and commercial sound re- 
cording. 

This training available under "OI" Bill. 
For in/ormatton write 
H. M. Tremaine, Director 
SCHOOL OF SOUND RECORDING AND 

TRANSMISSION ENGINEERING 
1655- A Cherokee, Hollywood 28, Calif. 



-VERTICAL- 



-LATERAL" 



9A, 9B, D-93306, MI-4856 

Reproducers Reconditioned 

Only new ports used — includes repainting 

ond replating: 
Response checked with advanced Laboratory 
equipment 

FAST SERVICE 

VIBRATION SYSTEMS. INC. 

1040 W. Fort Detroit It, Mich. 



1000 and 3000 to 7000 cycles. Let us 
forswear dealing with loudspeaker man- 
ufacturers who offer only an interesting 
price — but have neither complete test 
equipment nor adetpiate quality control. 
Let us stop blaming "bad public taste'' 
for the lack of success of inadequately 
engineered sets. Note that the public's 
dislike of false tones far overpowers its 
dislike of missing tones. 

Let us eschew the easy generaliza- 
tion, the test which proceeds from an 
incorrect assumption to a foregone con- 
clusion. Let us buckle down to a real 
study of the finer dislikes of the ear. 
Let us adopt the principle that the true 
measure of the quality of an electro- 
acoustical system is the maximum band- 
width which the public finds acceptable. 
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icc interrupt . . . t„ bring you this special news announcement! 



mem 





1 Releases its 
NEW 12 INCH 

Dual-Speed 

TRANSCRIPTION 
TURNTABLE 
• 

FOR PROFESSIONAL 
STUDIO PERFORMANCE 
AT HOME . . . 

MODEL T-12 

Construction, quality and perform- 
ance are equal to our model "G" 
Transcription Turntable which has 
received such amazing acceptance 
in the broadcasting and wired 
music field. 




Features: 

TURNTABLE . . 

TUHNTABLE 
a/ SHAFT . . . 

CHASSIS . . . 

IDLERS . . . 

MOTOR . . . 

MAINTENANCE . 




146 GRAND STREET 
NEW YORK 13, N. Y. 



Lathe liirnefl and balanced. Made of laboratory tested 
Aluminum Alloy ranting. 

Ground to a micro finish and lapped into the hearing for a 
precise fit. 

Flush Mount . . . Aluminum, ribbed L beam type rectangu- 
lar dimensions, easily fitted into a cut out motor panel. 

Made of special Neoprene formula which gives maximum 
traction. 

Constant speed fitted with Rek-O-Kut exclusively designed 
Formica motor pulley. 

Minimum attention required due to self oiling features. 



Export Division: MORHAM EXPORTING CORP. 
458 Broadway, New York 13, N. V. 



$7Q5o 

* " Net 



Sold by leading 
radio parts distrib- 
utors and Graybar 
Electric Co. 
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Why 

the lock-to tube is at home 
IN TELEVISION! 

ULTRA-HIGH FREQUENCIES ... HANDLED WITH EASE 

Sylvania Lock-In is the tube specifically en- 
gineered to more than satisfy the require- 
ments of television equipment — handles 
ultra-high frequencies with ease! Electrical 
features include: short, direct connections 
. . . fewer welded joints — less loss; getter 
located at top ... . shorts eliminated by 
separation of getter material from leads. 

STAYS PUT IN SOCKET... MECHANICALLY RUGGED 

Specially designed "lock-in" locating lug on 
each tube keeps it in place — assuring firm 
socket contact. Improved tube mount keeps 
elements ruggedly supported on all sides. 
There are few welded joints and no soldered 
joints — the elements can't warp or weave. 

COMPACT... MADE TO FIT SMALL SPACES 

This famous Sylvania product is ideal for 
use in modern sets, where the tendency has 
been toward more compact units — has 
reduced overall height and weight. Has no 
top cap connection . . . overhead wires are 
eliminated!' See Sylvania Distributors or 
write Radio Tube Division, Emporium, Pa. 

SYLWIA 
ELECTRIC 



SYLVANIA'S LOCK-IN TUBE... 

...the radio tube whose 
electrical and mechanical 
superiority makes it the 
ideal choice for marine ra- 
dar, equipment in the air, on 
the road, FM and television. 



MAKERS OF RADIO TUBES; CATHODE RAT TUBUS: ELECTRONIC DEVICES: F1U0RESCENT LAMPS. FUTURES, WIRING DEVICES; ELECTRIC LIGHT BULIS 
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